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PART III 

Stores Purchase 


Agriculture Department 

3^'^oanj rLjfflam_||0 

cncnj(3 ri®(TU.(ljl.ti^ciD.28/2015-16. 2015 (319)010^ 5. 

(U6nsl6iijjffl1cs3)0(3 nj^cOfflol e(roo§85tm1s)ej (3re)(Uc;8_!|rat!5)lcnocQ)l 
nJOcsDjcm (mjtOfflrarailejjo a^smraimlejjo tsicfficanjlasrs) 
cftiCgrruom^, cblcoo eruocn (rarajcuoa^iimooc!) oosiJsicjjsjratroejjceDaS 
cnsroroil) (ulanoemo cmcmlcn crucm bd onoo)^ss 

tejffloojcOjOffllcoScnlcmjo fl^'^ocrujcOjC/S c9i9d6m1.^2 

0c9>oggjcmj. (3^<^ocn)jtft)a5 croi2i(3(jj1c96)jcm coicuolcn njjoraiOT 
“2015-16 (n^niicBraKncoa tft)CQ)(8ojl(OT!n tft)CscnjO(T^, (SLcoosmocojcOjaS 

a/lonfflsmo Snji^jcmcinlmjgg 3(3<^ocm” a®cm CBOSiieiijjsjcms)! 
oOOo cmjLnJsreleici^ culeiocmcistmloS 2015 eicrurugoenjcS 17 oJceioS 
11 asmicofflcftio tiDOo fflOoDlcrulcoS ejel^lolceeismo. 3(3'^ocro1(a3 
njo ersml ffll cssijcm mlacOS)' cSjCsd g1 Ocssij cOjjeil crucmlono 
62-00 6)6)fflej1c!53 CTurilonl Qiij^jcm ri£iom1c!53 croaoiio 6)iij^jcm«n1 
cnjggRnocffilalcOfflsmo. 3^<^ocru1cscnoQSOijjo ' 5,000 oDOo 
cmjLoJsrelsici^ csoJolraS r 4 )cro. erul. g1. ciisrelsi^jal ca)0(3 
cao6ijt]C!)1a8 aooooijcm cuilmoci^'' Lfmoneg cOjjsI crilac!nt.3(ii_!|fflocQ)1 
cr)ra3csc03STTecino6rn. 


3(3neiocn) caraocDlcOjal^ cmaaco sbo^cldcS cnaScftTIcffioraS 
7 3lcucn)(!5T!n1cncft>o 3^<^ocnjlra3 nJOSTCSimlalceajcm gaSoJcmsanc/S 
(ulsnasmo a^ncst^siTecroosm. 17-9-2015-cn g^ascsa 12 asmlcoa 
3^<^ocmj<ft>c/8 raracBijjoc/S onosajgg ascT6ciJL)(3<ft>oajfflscBcs2)o 
raracuajas (.oJanlcnlcjDlcejgjaseaso croocm1fiu_!)raKn1c!53 oDOo 
cmjLoJcseTTeo carscsgoDo (3taan(fl3oaa(jjsjc!5t!njcm gcs3_||OCDcni£icsmo 
anjOcOffljcmaijo o^gaijo tOjjosTmm mlacoa (.rijla3cru1(jj(!53 cSj^oadl 
oocinTcm^, ^sjcOffllcffljas (araocDlcaoaciSTtnlcn ciilecjDcmfflocml 
goijjlcoffljcmcrojaocffilalcoajo. 3(5'^ocro cnjOcsajcm 3l(iicruo 
o^aaiaTleijo cOjoasmcucroocisS aracaan alnicrufflocsDoaS acnogs^artn 

(.oJ(11 ^0510)1 31(1101)0 mjcOagloS oJ 061(51(5) (U_!)(11 CIllD (D)1 £1Jo 

CtDl21(!ffl((5K5)2o 3^<^0CTDJ<ft>C/8 (1106313 J 01) ((5)Jo ((5)JO <e6)J OT) ((nj 

i 2 io(]C!) 1 o 1 c 06 )jo. 3^'^ocn) 0 acft)ac 06 )oggj(mcQ)oc^ ' ioo-ao^ 

l21J[.3nJLt®raK5)1((53 cOiaO^ gSOllSl 63(jJJ(11(li)Gc96)61ie((D06m. 

3(3<^0Cm (SoDOO ((5K5)1fflO^ (111 £1 ' 400-O (ll1((53oJCn 

CDl<ft)j(in1cQ)ji2iO(!a)1a1ce6)jo 3^<^ocn) (Sa£oo(aKn1ao§ oilaSoJcn 
17-9-2015 oJc 93((53 10.30 ffl6m1 (110Oa3)O(!C»1a1c86)Jo. 
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cru(3(flS)0(3 cruj cSjaSteffl eru o o) cft> m o cm 

Cnl6TU(TU}(Dtft)gJo geo fl^eiejOCTuIcnjo 6TUC3a)c9>210cm1ffl1te«)Jo. 
3(3<^0(Tujcft)C/3 cmofflaoofflj tejoosmcujo cft)Osm1 c06)O6)cin 
cnlfflcrulteffljcmcrolcnjo njjcn^s^ciejocru cnsccstmjarxmlmjiajsg 
raiacjDicejOcao oDOo (Tujt.nJsn§lR53 ciolcMdlnJcmmocmlffllcSffljo. tejjsjcnraS 
(u1(uo63T3c/ 8 (.nJfueScmmI ralcucrusgBglejjgg cruiacmsaBglRsS 
tiDOo 6BOa£i1cnjlc53 cnlciDjo cmaolcmocujonDROoerh. 

(31d)(ucro_||i2ljgg ganJCID6(JI3gJ0S (UlcUfflo 

1 . ffiLMoenjoco—isooo cncnjcS ( 40 " x 24 " x 24 " oncrucru, 

600 (BCOK, 150 S)6)(2KS(.c93 0 6n3 eftODo (319) (U CO ^ 210 cm 

effl6uffl(jjsjc3tmejjca>c/8 mscsrailcmigjggcu). 

2. tft)Cm^ rjlcotm cftCBCTUOCT^-10 6)2l(.s1(£b SSTtS. 


(Tuocruriocn nj^cOfflolcsasTSiogo, 
(ii6rBls)ijjffl1(i»0(3. 


(®^d) 

nDOo (TUJLnJSrie. 


ra^c^ejocru rLjffl(TU_!|0 

ODCni^ 6T11I.228/2015. 2015 (3T3)CO(T^ 10. 

6 )(Dejlcmoau(i 3 )l (XKU 6 n 86 ) 2 ici^'' aooermj carajo^" einiKlgsmlaS 
a£io2i1(scnoscr)2sni(TU)1^ LnJcu^carailcOffljan nj(p cToocrucOjOstD 
cmoeicmlcoS gccsSnJodlcjjIcOffljaD gcoSnJcmsaBaS cniocmcosijcmcmicn 
( 319 )(11 (/ 8 _^ 210 cm cmofflcp (u 1 (uo 1 ^ 1 §jgg cruocDm 63 B (;3 culraiosmo 
am( 3)1 mocml (oiooSru^ 2 ijgg cufflIroSmIcmjo 2 i( 3 n)o 
aDjeo(ii 2 ijgg 2ijt.(3(u^ 3(5e>ejoaru2cft>c/3 coai6m1ii-|igcft.o33)aD}. 



oi)ocDm(oio)l0o^ Snjrejo 

o3)6p;]o 

mom^ 

(3resa)(o3 (0)jcft.cmjo 

1 

700 2lei1 Alcm^ 0(ii(3s1o3 ojocrmlcs^ 0rLj(i 



861110§1co 3 iiJJ0J6313l(m(O) 30 iiTlOo (O)Jc902Jgg(m 
28 mm PP PCO White Colour rareSoj ODonlCDo— 



4,75,000 

60000 

2 

500 (.0)00 Alcm(3 0(ii^s1o3c/)ooi)' 

(.njlo^" 0iij(m(O) raresoj ododIcoio—' 4,50,000 

25000 


m1ffl(5)t.(3(U_!|0—1 % 

B^ciejoom LnJa06006313c/3 10-8-2015-ni O0(Hl6)ei 10 215001 
2 ij( 0)(53 6-10 - 20 1 5 soj m60o1cu6)o ' i,500-o cuogjo 
(3135^ (3rB(BrLjtftfldi(fl6)jamcu^c06) gcD 30oD 101)1 (sSmlomJo 
(iil(0)O600o 6)nj(^2(00(0)Jo ojjffllijjl^ (3^ciejoai)j(fl3(/3 6-10-2015 
nJtft)(33 2 260)1(116)0 ai)j1c930lce6)jamC3)Jo (3138(0)31(1101)0 oJeOaCOS 
3 a 600lc06) ((313 8(0)31(1101)0 (313 (11 U)1 cm 0 cm 0 (03 0(O)O§SJ(Oia) 
(. oJ (11J, (310)131(11 Olio) C3138 (jJ 0(/3 oDOSOJgg tft)0O OJ cft)0 0JfflS 

01 ) oomi ( 31 ) ( 010 ) 1(03 ( 0 )jo c 06 )j om( 0 )jo o^gciijo (fl 3 jo 6 ioi 3 ) 
ml0t66) 806ij0ijjsj(oio)1(m o^e^ooi) eaeiu)1 tft)0o1 cOj gj0s 
( 3 i 3 oco 1 ca) 0 O( 0 i 0 ) 1 mj(iil 8 U)cma 0 (m 1 oii£n 00 (jjsj(oio)jom(o)jao 6 o). 
3^<^001J LoJa0 6008(010)00so(Jjo ' 200-00^ fflJl.(3oJ(.(3)(3I0)1(08 

m1(/ai1(3) ao(0)jca)(m1eijgg (.oJoiomlcSj gsoiisl gggScSOo 
0iij(m(O)l0lc806O)o. 00800 oi)oa)m(aio)1mjo (.oJ(S0)itftio 0S6oe(3 
01)2^1^1 8 (fl0 60S (0)0 60) . cSiClIOlmj 2Jc93g1(03 01)00) 

0iij<goo3 g8(3a3lce0jco) omoemmo a®0(3)om (ii_^t0(3)2ocm1 
o4)(PJ (3)1 cml0lt6060)0. 3^(^0 01)1(33 micfljj (0)1 <33) Sc90o SOJ 
86111O§1eil0O^/KOOl0O^ (iflei 806110(jJSJ8(31O)6O3ra)O6O). 


3^(ieiooi) (31300)1 c9>0l^(O)O(m1 (3i3o1(m1(jjj eie1^0(o3 ca>JO§j 
0iiJ(m(3) CO)Jcft>(mj0S 5% 0nJ^8ri£IO2O3oi) 0Ol)cft)J,J0lg1<I»O(m1 
(ml0(O)(.3(ii_i)O gc/30<jj0s) oi)j(.rLj6oe, co(ii6o302o^'' 0 OO 6 HIJ & 
0(iis1g6iiilc/3 ciDOo, 0m&1(mooii(O)1(mj0s 8oj0l(o8 o^coj. 6m1. g1. 
0mO2OO (.6111061301(03 2 00 (OlO)c00(ll1Cl)o DD-cmocml 

oi)2(3<jjl8c906oe(O)jo 10 3l(iioi)(oio)1mce30 omocDmeaoaS omiooio 
0iijei(lil(O3 a£l02l(03 og)(OlO)1.^J(3)806OS(O)J2O6O). 

(3i3)(m(0)1mj (ii1oj0l(O)2ocm1 (.oj(ii^(aio)1^ oi)(3c90O0lo) 
o^DOOialeiJo mrfldSo (110J(O1O)1 <0)0(03 si mo9dSo 3^<^001)J 
cSjO 0 m1(a3m1omjo o(iimj,j o1c90(iio1 orajc&s LoJcfl3O0o 

(11 Ol)jeiOcB0JCO) (0)060). 

oi)^c80o^ 3(3<^ooi)j(fl3(/3c80jgg nffl^o mlenjoimmcejgjo 
gm 3(3 '^o omimjo enioo) cBj 20 (ml 0 I csojo. ca)2Sj(0)(o3 
(ljl(11063l3C/3 L<TJfUirai!5)1 3l(1101)6313g1(03 oDOo 0Oa£l1Ol)1(a3 mlCOlJo 
(3i3o1(mo(iijom(0)060). 

a)(ii6o302ci^'' 0oo6iaj cjigio^'' 

0(iis1g6iiil(/3 oDOo, (®<j]) 

0ma1(mooii(O)1. omjLojeoe. 


Ayurveda Medical Education Department 

3(3<^001) oJ0O1)_!)O 
[mOll^ 24 / 2015 - 16 ] 

m 011(3 ri^Ol)l/ 5722 / 2015 /ri^.(ljl.Ol) 1 . 2015 ( 313 )a)(T^ 12 . 

(O)l 0 J(limOO)rLjJ 0 o (/)( 116 O 302 ( 1 §'' ( 313 )Cmj( 38(113 Ocft)O 8 gSl 0 ei 
(lildilo) <ii} 1 (jjO( 3 §j 02 ci^jca)gl 8 eice 0 jo ami. o^om. <mj. o^omloils 
63 i 3 gl 8 eice 0 jo ( 313)(11 C 0 _!) 20 cm 0 cft> 2 lce 0 eij 103 03 (ii 1 (O) 06 O)o 

0 iij^jco)(O) 1 o) (O)^oojgg(ii 0 l(o 8 m 1 omjo 2 jLra(ii^ 3 ( 3 '^ooi)jcft)a 3 
c 0 i 3 d 6 O) 1 ii-|J 0 cft.O 331 Om}. 

( 3 i 3 sa>(a 3 (oijcft)—' 3 , 00 , 000 . 

00800 o^'^oomjcSjgjo ( 3 i 3 )<mj( 3 e(ii 3 8 ca) 0 egK t.nJl<o 3 oi) 1 (jjogl 0 ci^ 
e 2 (o 3 (ii 1 eiocn)(oio) 1 (o 3 (.ojeioijjcSjo cft)(iio 1 eio<e 0 l oi) 1 (o 3 0 iij(m 0 ) 

ca>(iio1mjojjo(OKn “(O)l0j(iimoo)rLjj0o m(ii6o302o^'' (3i3)(mj^c(ij3 

e<ft> 08 gs-(ii 1 (ii 1 (m am 1 (jjo( 3 §j 02 (i^j(fl 3 g 1 eeic 96 ) rare)( 1100 ^, 20 cm 
0 c 932 l< 00 eijtft)C /3 (iil(O) 06 O)o 0 iij( 3 >jco)(O) 1 o) oii£iOoJlc 00 jom(O) 1 mjgg 
3 ^(iej 001 )” r 4 ) 01 ) 806 i 10 (jjSJCOlO )1 22 - 9 - 2015 , 3 260)1 (1100 
01 ) 2 ^(jj 1 t 00 O( 11 JCO) ( 0)0 60 ) . 22 - 9-2015 g^ cm'c 00 J 8 C 0 rfldo 

3.30 260 ) 1.00 3 a<^ 001 )JA.C /3 m 1 (m 2 OmjOl) 06 O)o (O)JOc 00 JCO)(O)O(m 1 
0lc00jo. (mo0(O)O0j AO06O)(iicreoeijo o^'^oom ea£ioo63i3c/3 
00 A. 2 ogo 0 iij(§>oci 3 njosi eio ( 010 ) ( 0)0 Aj omj. 3 ^<^ooi) 

ea£lOO 63 I 3 gJ 0 S (ljl( 03 (jjm 21 - 9-2015 g^(mc 90 J 8 C 0 nilo 3 26 O) 1 c 90 
( 3 re( 11 Ol)Om 1 c 90 JOm(O)O 6 O). 8 a£l 006313 C /3 ( 0 )nJ 0 C 0320 ( 3 (mo ( 3 re)(licrej| 
2 ) 33 ( 11(3 3 ( 3 <^ooi) 8 a£ioo(aio)l 0 o^ (iilei 8 (m 00 oc /3 ' 50 cft> 2 Sj( 0 )(o 3 
260 )l 8 cmo^amoocm 1 rareemem 8 .60 603 ( 0 ) 0 . 0 .jomj. ( 3 ( 3 <^ooi) 1 (o 3 
e06)j0.jjsj(oio)1(ml0l00jco) (iilei ml0a0jA.c/3 (3(3'miocn) 
( 3 reoa) 1 c 0 > 0 l^ m(o 3 .a.jom ( 0 ) 1 (m( 0)1 2 j( 0 )(o 3 00 J cii^nido 
(ii 00 (mjgg . 0.0 £1 cm 3 (111 m j 33 I (o 3 2 ogo(ii 0 j(oio)oo 3 
nJ 0 SlaO( 010 )(O)OA.JOmj. 00 J ( 3 ^<^OOl)l 0 Og (I 1 I&I ' 945 ( 313 ) 60 ) 
(' 900 + ( 110(1 ' 45 ). am u nJ 1 (S .90 () 8 nm 00 CO 1 O)l 0 (l 3 

(lil&l ' 473 . 


340 
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f3^<^OCn5 GnDOOOTIOTleODOaSOcjJo CBffl6U6)ijJSJ(nro)1c]Q) 
(mjc93CQ)j6)s 1% (Dlffl(m(.3cuimo(m1 (mlrajdjnxrmnjjao ratajcmj^cBcus 
ecft)OegK LnJln6am1(jjog1ffla^ CnjalraS n^sjratm ODlmoci^'' 
(.ODOoDojo ' loo-ffld^ Ccfljfflg aruoCTUDom ffljLfBijjLtwRsroOraS 
(Iffl6u6)(jjsj85tm1c!ffl (.njlejlffllcndl rig)t.ihl6)ffln^jo tiDOSfflOdcSfflene 
(!J)06TT). n^sxmoaj nSSTTgOJo cft)Offl6TT)o eft) 0 6TT)1 c06) 0 0 ffl) 
(Dlffl(Tulc9S)0(icno fflogldjoffleftffloecno ggg csiacjDlcftjoao 

(mlffljdjcncnnnjjfflo rare)cs*2(5ecu3 ec&oegs (.njIcrScrulcjjogloS 
(T)1cft)3dlrij(mi20c]QSl(51c96)2o. n^sxTOSftjlejjo cftjOoemcistmocsS 22 - 9 - 2015 -ch 
(Tu^esreo(8 rarecucjDl LnJsu^^OnjIcSffljcfljOSoreemffijIccsS raresjcjsrs) 
Lnjcu^ccstml relcunruo careecm orumemo 3(3r>eio(Tujcft>(/3 (mjOcsrejarxmo 
cs2)1a1eSS)jo. cSajsjcmoS culcuasaBoS ecSsoegs fflOnnlcrulraS cnlcm 
rareoldsocujcmcmosTiD. 

[No. 24/2015-16] 

No. S1-5722/2015/AVC. I2th August 2015. 

Sealed eompetitive tenders are invited for the “Supply 
of Chemieals and other Lab items” as per the list 
appended herewith for the Departments of Government 
Ayurveda College, Thiruvananthapuram and Drug 
Standardisation Unit of Government Ayurveda College for 
the year 2015-16 (list attaehed). Brand name and Paek size 
should be mentioned in the tender. 

Estimate cost—' 3,00,000. 

Tenders should be superscribed “Supply of 
Chemicals and other Lab items”as per the list appended 
herewith for the Departments of Government Ayurveda 
College, Thiruvananthapuram and Drug Standardisation 
Unit of Government Ayurveda College, 
Thiruvananthapuram addressed to the Principal, 
Government Ayurveda College, Thiruvananthapuram. 
The last date of the receipt of tenders will be at 3 p. m. 
on 22-9-2015. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 22-9-2015 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
Principal, Govt. Ayurveda College, Thimvananthapuram to 
obtain tender forms on which tenders should be 
submitted. Application for the tender forms should be 
accompanied by cash remittance of ' 945 (cost of tender 
fonn ' 900 -I- VAT ' 45) which is the price fixed for a form 
and which is not refundable under any circumstances. 
Tender forms are not transferable. Sale of tender forms will 
be closed at 3 p. m. on 21-9-2015. Cheque, Postal Orders etc. 
will not be accepted towards the cost of forms. Those who 
wish to purchase tender forms by post shall send an 
additional amount of ' 50 by money order to cover 
postal charges. Duplicate tender forms, if required will be 
issued at ' 473. 


Intending tenderers should submit an amount of 1% 
of the quoted amount as Earnest Money Deposit by 
Demand Draft in favour of the Principal, Government 
Ayurveda College, Thiruvananthapuram together with an 
agreement in Kerala Stamp Paper worth ' 500. The rate 
quoted shall remain firm for acceptance till one year from 
the date of acceptance. The Principal, Ayurveda College, 
Thiruvananthapuram will have the powers to postpone/ 
cancel the tender. If Government have declared 
22-9-2015 as a public holiday, the tender will be opened at 
the same time on next working day. Further details can be 
had from the office during office time. 

Office of the Principal, 

Government Ayurveda College, Dr. P. K. Asok, 

Thiruvananthapuram. Principal. 

Collegiate Education Department 

3(5'^oaru ruracm^io 

(Uau(5 004/377/2015. 2015 (3re)C7)(Tg 18. 

ojjmjg S)cft>.6)c03.s1.a0o. oxuenSrefflo^'' (StSaOcsgsIreei culculu) 
(u1 eocn6313g1 reel eicsemoogolcajC/ScOfflocucre^ifflooc!) o^cojcssoao 
10,00,000-6)0^ goJcft)®6m63r3g2o 6)ca>ffl1c96)ra3cn)jo cnoScSjjamrailaD 
3(5<^ocru2<fl3C/8 <fti9d6n)1^26)c930gg2cm2. 3^<^oaru 

raresc96)o 6)dJW(S) cSjCuoIo) oJjocsto) oJoa5 ooene 2015-16 

(.oJeftjOfflo eiOSTU goJ(fl3ffl6TT)63I3g2o 6)c03ffl1c96)C(58cn)Jo mRSScOjJOm 

railoDjgg 3^<^oau o0crn o^ipjanlaslrelcsceeisneraijo, LoJla5cru1ojoc/3, 

eitftj.6)tS3. si. O0O. cncuenSeiao^'' CBcft>o(sgK, ojjmjg ojI. 63., 
Kim, ojla8-680 663 0003) (ulm003)(013)1(38 rarea3)(m(Sc36) 
6316(0)21210613). G(5<^003) OUllcft) ffll c 96)203) OreCUOnOO) 3l(U03)o 
5-10-2015 oJcftjloS 2 ffl613)1(U6)ra (310) Cffil ffll tS6) 2 o . CSaoS 

03)a(i!)(oio)1o)i33l(o8 eje1c36)203) 3(8'^oou2c93C/3 rarecsourolcuouo 
oJeftaoS 3 i 2 i 6 m 1 c 9 ffl rarecsojooS 000^0133 o^>^ocru 2 <ft>offl 26 )S(i()C!)o 

rarecu^ rareu)1 cftjO ffl 6)oj S 2 ( 010)1 (33)1 §2SS (U2)c9(0)1cft)g2 6)S(BC!C»o 
03)000)1 no(010)1 (o3 (0)20c96)203)(0)0 6i3). 06)(Uca>1 eje1c06)200) 

(3^'^OC3U2<ft>C(8 Qffl06)(0)0ffl2 c930ffl633)(UCffl0ei2o 03)j1cS3ffl1c96)203)(0)m. 
O)1(3q1ous (So£i00(0i0)1ei06n) 3^<^o(3U2!ftia8 03)i2i^oj1(Sc96)6iis(a). 
(.oj03) (0)2(0) (soD 00 (010)1 o) ' 1,500 + VAT (.oJtSiOfflo rarest 
(3re(ioJcftiin(ic96)6ne(0)06n). (Soi300(0ia)l6)0§ (ulei a6n)1(S(!a)0(5aooocQ)1 

03)j1cft)ffl1tS6)203)(0)06n). o0O3)O(O3 (.OOOoDO, 6)iiJc96), CBoJ0(T|)(03 

630^00^ o0O3)1(u (uleicffiocml 03)j1ca>ffl1c36)200)(0)ei. B^'^ood 
(ioD00(0i0)l6)0^ ojeft)^)^ rare)(ucffl2)2i26)6nea)1(o3 oJcftiiSfy 6303)1o) 
800 + VAT LnJcBiOfflo rarest rareCBrLjtfti 3 d 1 (Bc 96 ) 6 ne( 0 ) 0611 ). 3 ^<^ 003 J 

CSoDOOo 6)6)cft>fflOgo 6)iiJ(^003 nJ0S2gg(0)m. (3(5<^003) 
GrUOOO (010)10 0^ (UlefrUO) 5-10-2015 oJcftjloS 12 I216m1c96) 

(3re(U(3000)1c96)2o. 3(3<^0(3U GolOOOo (0)nJ0m1(08 eie1tS6)613)fflffl01) 

(0)0(o3nJffl2,ffl2SS'^^ rare)(u 002 , 1210 ( 2 ) (0)nJO(o3 (rgoooj 63§1^ 
Gffl(08(Ulei0C3Uo a0(P2(O)1c2) c 93(U(5 raiOGnJ cftiU e(2)0 6)S0 ijJo 

(3re(2)cd)etS6)6ne(0)06rr). 
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No. A4/377/2015/Lab. 18th August 2015. 

Sealed tenders are invited for the supply of Lab 
equipments and Chemieals for an amount of ' 10,00,000 to 
K.K.T.M. Government College, Pullut P. O., Thrissur 
District, Pin-680 663 under Plan Fund 2015-16. 

Tender should be superscribed “Tender for the 
Supply of Lab equipments and Chemicals to the College 
under plan Fund 2015-16” and should be addressed to the 
Principal, K. K. T. M. Government College, Pullut P. O., 
Thrissur District, Kerala State, Pin-680 663. Last date of the 
receipt of tenders will be at 2 p. m. on 5-10-2015. Late 
tenders will not be accepted. Tender will be opened at 
3 p. m. on 5-10-2015 in the presence of such tenderers or 
representatives who may be present at that time. 

Intending tenderers may on application to the 
Principal, K. K. T. M. Government College, Pullut P. O., 
Thrissur District, Kerala State, Pin-680 663 to obtain the 
requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of ' 1,500 -I- VAT 
which is the price fixed for a tender form and is not 
refundable under any circumstances. Sale of tender forms 
will be closed at 2 p. m. on every day. The tender forms 
are not transferable. Cheques, Postal Orders, Demand 
Drafts etc. will not be accepted towards the cost of tender 
form or will not be sent by V. P. P. Sale of tender form will 
be closed at 12 noon on 5-10-2015. 

Duplicate forms if required will be issued at 
800-i-VAT per copy. Those who wish to receive the 
tender forms by post may send a self addressed, 
sufficiently staiuped envelope in addition to the cost of 
tender forms. 

K. K. T. M. Government College, (Sd.) 

Pullut, Kodungallur. Principal 

f3^<^0(TU nJfflCTU^IjO 

[cr)nQJ(3 05/2015-16] 

cnaij^ ci0i-9i6/2oi5/aru1.s)r4).c]Q)j.rijl.(i) 2015 ratajcncr^ 20. 

aeicjjjoo cnrusnSeifflo^ (ScfcoegKlciejcOffl 2015-16 aruocnjratm1c9> 
ouScUd (OTOiloei njoos cru ' 2 , 80 , 000 -eicig 

maSglKloemnU^o oruconjIcoajaTxmlcnjgg cruouxiD63Ba5 oJlcmfflsnDo 
6)iij(§>j(TD(ro1cn (m(^oojgg(U(3lRs3 cnlcmjo a(3<^0(Tujeft.a3 

tftfldsml^jeicaoggjamj. 3(3'^oarujc9ja8 caisscOfflo eiiucmtOT 
tft)(uo1cn “(2ic/3§1s1oecnnad_!)0 auDOnjIcoajcrnOTiloDjgg 

(TUOCJD 00 631303 (UlOT)ffl6mo OTO 85)1 OOJgg 

a06)OnD1PJ85)1 LnJln3oru1 (jJOoB, C0(U6n36)l210g'' eeft>0CgS, nil. 63. 
mjsnejnjocnj, aeinjjoo slei, CcOirago, njln3c<930cu)-676 509 
0003) (ulejoarucstmlssS raraomcfflCcOfflsnessiosrr). (3^<^oa3)jtft)03 
oruj1ce3ffl1<96)ja3) cBrsaioruoa) snlcssssil 30 - 9-2015 g^cmceeijeoDoHo 
1 ffl6m1ai6)ffl(i»Oca>janDj. 3^<^oorujcft)a3 raraeonD 3laiamo g^cacoeij 
(soan9do 2.30 asmItOffl orjoceojornssiosn). nijolnjl^ raraaruBsS 
3^'^oarujce3o3 aoLcmea orujIcOjOlcoeijcOjCffljggj. 3^'^oaru csnoooo 


eielcOfflJOT)85)10) 85)06)(p cft)06n)1^ (ulei 0 03)8585)1853 raraeojcftfldl 
CB<S6)6Tie85)06n). (3I3GnJcfti3dCBCQ)O0SOnjo 3(3<^003) (SnO008585)16)0^ 
(ulejOTOcD) ' 630 oi^rsuls)) 0)1cft)j85)1 ga36)nj6)s) 

(3r3(I»od)CBc06)6nea5)O6nO. (OJL)^(^1CBc06)g Gn0008585)l6)0g (Ulej ' 315) 

(.nJOrUBIIJB)) 03)o65J_!) <I»06)85)08)J cfljO 8 ) 613) (11 080 £1 Jo BS cOffll 

6)c9>0SJce6)JO3)85)m. 3(3oei003) (Bn£l0O63t3o3 6)6)103(2000 6)iiJ(^003 
nJ0SJgga5)m. 3(3oej003) CSoDOO 8585)16)0^ Oj1a53nJO) 30-9-2015 
12 (26I3)1cea (3ta(11O3)OO)1<06)JO3)85)O6n). B^ogjocnj eniOOO 
8585)16)0^ (111£1 CD)002)1 6)iLjce6)Jc93 03, L(U)0n£ OJ c03O3 o0O3)1(U 
O3 )j1c 03 8)1c06)J 03) 85) m. 3^ogjg CTUj< 63 o3 (111. nil. nil. {3I3)0C»Jo 

(3r3C]Q)(I» (fl6)J03) 85) m. 3(3o£I0 03)' (8 k 1 G (U^ (3 01) 85)nJO£ll853 
£ie1(fl6)J(U003 ao1sl0)858 B^ogjocn) G nOOO 8585)1 6 ) og (lil£J(I»Jo, 
(8 k1 G (TU (3 01) 85)nJ0853 nJO^SKJo go3anj6)S ' 662 

(2 613)1 G (32) 0^01) 00(52)1 (313 (52) OfflG £06)6116 85) 0 613). 3(3oej0 03) GnDOO 
8585)16)0^ c03j6)S ' 500 (Ulmoajgg Go 038 )g l2Jt.3nJt.85)8585)l853 £03(80^ 

n0(Pja5)1 03) (2 ^njlG £06) 6316 85) 0 613). G c03 8 ) g 8585)10) nJJ08585)Jgg 
O3in0nJO)63Bo3 6)56116(3 Gn£OOo 85)nJO£il853 £Jel£96)003 6)56316^ 
Gn£ 008585)1 6 )Og (lll£J (52)J6)S £0)J6)S G£03(8g (2J(.3 nJ (.85) 8585)16)0^ 
(Ul£KS3)0(32) ' 500 £93jSl (38) 0)1 £0,12 0(52)1 (313 (52) ^J 85) GO 6116 85) 0613). 

03)OU)0)63BC/3 (Ul85)(8613) g8585)0OJ £161^ 30 3l (U 03) 8585)10) £0,0 
G<03OGgSl6)£1 n£l 03)1 £06) 853 n0Ol)J)2G£06)nilo3 Ol)1nJ0^§J 6)120^1853 
03)1(85)0 6)iiJ£1(lil853 n0 8585)1 G £06) 6136 85) 0613). SGOO 03)00)0)8585)1 
6)0g<I»Jo (Hl£1O)1fflc06)Jo (lil853nJO) O)l£03jG5)1(S2)Jo (20 gnJOO)1c03gJo 
(.nJG85)J)£03l2O(S2)1 £03 0 613)1 G£06) 6136 85)0 633). (lll£1 0)1 £1 010 ffl 8585)10) 
31-3-2016 (116)0 (.nJO63U£1Jjl2J6116O(52>l0l£06)JO3)85)O6n). 

3^oej003) GnOOO 8585)10Og £03j0S ‘ 0)10 85) (.3 CHJ, (20(52)1 ’ 
(11185)0613)0 0nJ(§)OO)JGg(0l£36)JO3) (33)OO)(3)63I3gJ0S (Hl£1(52)JfflS 630J 
OD85)(20O)o (I)l0£96)1a53 (110JO3) 85)j£0,Q»£96) (.nil 03 03)1 nJO g1 ffl 0^ 
GnJfflIoS n0O3). 611l1. Sl., (2£1njJOo, OUlOlloS OUGOnHOS 

(.611106HU18530)1031 I2000 01J03) (31)1(2 0 0^'' LUDOniig (313S£06)o 

ffl nJG(^ 6116 85) 0613). 0)10 85) (.3 OIJ, o (38)S(S2 £0fflJCn) 85)l8530)1 03)Jo 
63‘Pl(11O£06)1(52)1§J6)61ie®3l858 £03O11(3)l£0,C/3 ffl>Pl(11O£0ffl1<I» g8585)0(HlfflOg 
03)0£93l1J)6)nJSJ8585)1(52) nj£0,(3,^ (3raS£3fflo 6)nJG(§)63ie85)0613). n^OOIJo 
iiJJ0J63)3l(52) (3)l085)(.3(11j|85)j£03 ' 1,500 ((311) (52)1 ffl 8585)1 (31368)85)J(l) 

(313)6131. (285)1(52)0(52) (3)1ffl85)L3(11J|0 {333S£06)o ffliiK^lOB))!)) 3^oeiO(33)j£33C/3 
(l)l0O3)l£06)JO3)85)O633). 0)1085) (.3 (11Jj 8585)10) nJ£ll(0 £iel£0fflj(33)a5)m. 
(Ill013 (111 01 ffl 633303 630n£l03) (.nJ(111,8385)1 03)(2 (52)8385) GO)0l§ 

(333G(l)1n9il^ (3iao1<52)0(11J(33)83)0631). 

CS3)06)(!3)0fflJ (2J(33)Ol(52)1nJJo £0,JSOffl(!5) B^ogjOCO) (BOOJdlOGODO 
OqO£9fflJ(110GO)0 ggg (313O)l£0,Offlo 85)06)>P 63njl§1§Jgg (3ia)gl853 
(3)l£0flllnJ83) (20633). 

[No. 05/2015-16] 

No. A1-916/2015/CIUP (1). 20th August 2015. 

Sealed tenders are invited for the supply of Items for 
setting up of Multigymnasium to Government College, 
Malappuram for Total Cost of ' 2,80,000 under 2015-16 
Plan Scheme. The envelope containing the tender should 
be superscribed “Items for setting up of Multigymnasium” 
and addressed to the Principal, Government College, 
Munduparamba P. O., Malappuram District, Kerala, 
Pin-676 509. The last date of receipt of tender is at 
1 p. m. on 30-9-2015. Late tenders will not be accepted 
at any account. The tenders will be opened at 2.30 p. m. 
on the same day. The intending tenderers may make an 
application to the Principal to obtain the requisite tender 
form, in which tenders should be submitted. The original 
tender form duly filled only will be accepted. 
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Application for the tender form should be 
accompanied by a cash remittance of ' 630 (Including 
VAT). Rate of duplicate tender form is ' 315, which is 
the price fixed for a tender form and which is not 
refundable under any circumstances. The tender forms 
are not transferable. Sale of tender forms will be closed at 
12 Noon on 30-9-2015. Cheques, Drafts and postal orders 
will not be accepted towards the cost of tender form and 
the tender form will not be sent by V.P.P. Those who 
require tender form by registered post should sent the 
cost of tender form ' 662 including postal charges for 
registered post by money order. Every tender should be 
accompanied by an agreement in the Kerala Stamp Paper 
worth ' 500. Those firms outside Kerala want to get 
tender form by post will be sent ' 500 as cost of Kerala 
Stamp Paper along with the cost of tender form. The 
articles should be supplied within 30 days on receipt of 
the purchase order in the Physical Education Department 
of this College at your expenses. 

The period of firmness of rate quoted will be upto 
31-3-2016. Rates, S. T. and condition of supply of articles 
should clearly be stated separately in respect of each of 
them. 

The tenders should be accompanied by an EMD 1% 
(one percent) of the quoted value in the form of 
Demand Draft in favour of the Principal payable at SET, 
Civil Station Branch, Malappuram. The minimum EMD 
should be ' 1,500 (One Thousand Five Hundred only). 
Tenders without sufficient EMD are liable to be rejected. 
EMD will not carry any interest. The firm who are 
exempted from furnishing EMD should be enclosed the 
attested copy of exemption order. More details can be 
had from the college office during the working days. 

The undersigned will have the right to cancel or 
extend the tender at any time without further notice. 

Government College, 

Munduparamba P. O., (Sd.) 

Malappuram-676 509. Principal. 


rUJCn^ 3^r>ejO(TU njfflcru^^o 


cncnj(3 04)2/1011/2013. 2015 ratajcocT)^ 19. 

HcOjOipIG cofflos' (/)(usn56)12 0^'' rata)(8s(n) & crucmaScru 
ecft)0(igsifflej cs2)j. k 1. crul. XII 1^008 oDsne (e<ft>oegK 
0 njD(uejoj 6 ) 120 ^" c3T5cru1(T|)a^''(Tu) ' 2 , 00,000 gruecmocDlJ 
mjojl culonrasmo sinj^jouRnlcr) 38<^ocru 

cftfld6rr)1iqiacft)033]OT)i. 

38'^o cruj(fljcd oiaoffloacOffljaT) teiojolcnj ajcODglroS 
e eft) 0 s>1 e tOS) 0 s' co oi snS 6) m 0^" rataj (3 s'cru & crucffiaSam' 
ecft)OGgKl(iejceffl goJeOjasmsauaS ailoiaemo Oiij^janDcnlmjgg 
ojjcns s^r^ocru agicrn ratajcej sueno sioje^ sns snjo, 
(.ojIciScrul ojoglaci^ OnjalaS caiadDoaecOsisneraijmocejjaiDj. 

38<^0(Tujcft)a3 22-9-2015-cn 12 fflemlojaa i20(.®io 

(TujItOjalcOffljcmraijo rataeaT)3l ojcruo 2 msmicos) 
cmjo cosij rm (OTj mo tOj^enDj. 


38'^oanj CBa£ioo63i3a3 22-9-2015-cn aodilsiej 11 memlojaa 
cscfljocsgs 630ri£i1cru1c!53(n1crn ejelcsajcmcmosm. 3(8'^0 (tu 
oaooorarailacig oilei 420 ajrucsDjo, (cnItSjjrail gc/Seiojas) 
cu) u nj1 e toa f) (Bcft>On_|1 cmias culei 210 aiojcmio 

ado do 

(cnlcOjjttnl gc/Saojas) cai^isno. (moJoeilcoS (giaojoai, 12)33018 
3 ( 3 <^ 0 (tu oanoorarailan^ ailejcffijo, cnlcajailcsDjo, aKlaru(S(.scLD 
enojo eilraS eiel tsaj cm cml enj eoiane cronJocisS hJo^shjo 
ratascsamjgg asti&w (470 ajoj) msmi ccq)o8ccd8 
raradDdKCBceasnecmosrr). 38 'miocru CoOoossBcd aa<fl3mooo 

O 

aoji^jcnociS ruosjggcmm. oilcmasmo anjcs^sne 
cruocucncruomLcnItSjgjas s^'^ocru csaooocistmlacnoojo 

eielcoajcmaiosrn. 

3(3fiejocn) csnooocsroilacnoojo ' 500 -acig CBcft>ag cru^coaoalaci^ 
i 2)L(3 nJ rarailcoS gs cm si cmjo ' 2000 cnio cm (.3 oj^ojjo 

cnra3(Scft)Sn§8S)06rn. cnlosulrai cmmcoinjalculteajcBcraoiio cedgjcmcwjo, 
cnia CIS) (.3(11^0 cOjjasdDlmocsKsicwjo, i2)Lf3nj(.c!S)C!5t!5)1ra3 gsemsi 
cn)m(3oj1tsao(OT!5)(!S))mocQ) 3(3<Tejocrujcft)C/3 cniacmicoajcmcmosrn. 
cn1acm(.3(ij_!)0 aipIciiocBceasnecij^ smerusaojg csaeucOjC/S cajas 
crum(3oj1(icea6ne«5)06Tn. cnlcajcmltrDjc/SaojastrDjgg (i/lejODOsrn 
38'^ocn)1(!53 csaajaojsjcsraKsisnecm. cmcsacmoca .aoasmo cajsoass), 
3(3fieiocrojcft)C/3 cnlocmlcoaocnjgg csiaojcaocrao (.Mln3cru1ojog1ra3 
cnltftfldnJcmmoanD. 

No. A2-1011/2013. 19th August 2015. 

Sealed tenders are invited for Movie Camera for the 
Government Arts & Science College, Kozhikode for 
2,00,000 under UGC XII Plan (College Development 
Assistance). 

The Envelope should be superscribed as Re- tender 
for the Supply of Movie Camera for Government Arts & 
Science College, Kozhikode and addressed to the 
undersigned. 

Last date for the receipt of the tender is 22-9-2015 at 
12 Noon and will be opened on the same day at 2 p.m. 
Tenderer should submit their tenders in the prescribed 
form which can be had from the undersigned on Cash 
payment or Money Order of ' 420 (Rupees Four 

hundred and twenty only) (inclusive of all Taxes) for 
original tender and ' 210 (Rupees two hundred and ten 
only) for the duplicate. The tender forms are not 
transferable. The list of articles will be available with the 
tender form. Those who have required tender form by 
Registered Post, send ' 470 (Rupees Four hundred 

and seventy only) (Cost of tender form, VAT and 
Registered postal charges). 

An agreement in the prescribed form in Kerala 
Government Stamp Paper worth ' 500 should be executed 
along with the tender, accompanied with an E. M. D. of 
2,000 in the form of Demand Draft in the name of the 
undersigned from any Nationalized Bank. 

Sale of tender form will be closed on 11 a.m. on 
22-9-2015. Tenders without accompanied by the DD and 
the agreement in the Stamp Paper will not be accepted 
on any account. 

The Principal reserves the right to reject any or 
all tenders without any reason thereof 

Government Arts & Science (Sd.) 

College, Kozhikode-673 018. Principal. 
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B^riejOCru nJfflCru_^o 

cr)cnj(3 n®2/l302/2015, 2015 (310)000)^ 21, 

OcSjOipIG cofflos' (/ifusnSsiao^'' rarajiSscru & aruoDaScru 
(ScOjOegKlSiej 2OI5-I6 arU0aU«5TS)1cft> (U(3n9d0(3K51 i^ooS a£isn§ 
gnJ(SCS3)0C/)1.^ ' 3,15,000 gnjecffiOCfll.^ 63001)1(800)0 (lnJOCU)1oQ)o 

oilRjKasTDo nnjc^jcmcmlcr) fl^rieiorro cftfld6n%g6)cft>oggjcmj. 

B^riejo cruj(S joS (3raoo)cs»c96)j<TD tsidjolcnj mjcOjgIroS 
2015-16 (U^n9d etSroicSS) (Scft>0tf>1 fficOeiOS CD (U6n8 6)12(1^'' 

orej^soru & ODocDCiSaru (ScftocsgKlcsejtSffl sboodIcoso CoJoojoIocso 
(ulcmosiDo 6)iij<§)j(Tn(ro1mjgg B^r'eiocru n^crh raidjeeisuono 
6>iij(B<^sns85)2o, (.nJlci6(n)l(jjogl6)(i^ csojfflIcoS carscrscacscoeienssnj 
fflOteijanoj. B^'^ocrujcOjC/S 29-9-2015-an g^dilcOffl 12 msmlcuno 
i2io(.c!S)o rrujIcOaffllceffljcrDOTijo, ratdecmral nicruo 2 aemlcOffl 
(mjo (fl6)j (ID (TOj mo cOjjcmj. 

B^ciejocru CBfi£l0063BC(8 29-9-2015-ch g^cmcflffl 12 m6TDl(U6)0 
(ScftoegK 630ci£i1cn)1(33cn1anD eielcoeijanotmosm. o^r^ocru 
ffioDoo c!5tml6)n^ (ulej ' 735-0 (cn1<ft>j(!S)1 gc/86)<jj eis) 

ojd^jcjI CBcOfflo eca) 0 (jj 1 (S3)j6)s culei ' 368-0 

(cnIcSjjcml gc/8s)(jj6)s) ratajerh. cmoJoeilraS (3T5i(iic/ai,mi39(iK8 
s^oejocru (Snnoo(!3TS)l6)(i^ (ulejdsjo, CDlcOjjtmlocsjo, fflffi1ame(.soJD 
«5)ojoej1ra3 eielcOffljcm (0)1 cnj CB(U6TTe (0)oJ0(a8 nJOcSs^jo 
(Bias C06) mjgg (mjcOjCffi cOffl (785 ojoj) memi (S0fflO(3cu){3 
(3iaoQ)(m(Sc96)6rB(0)0 6m. 3(3neio(n) (SoDoo eonciS eiflcftmooo 

O 

niij(^j(uoci5 ojosjggco)^. culcoiosmo ei^jcst^iSTie cn)oa)(Dcn)omt.(/)1 
tft)gj6)s oj§1tft) 3(5'^0 (tu cBa£ioocato)1s)(DO(jjo eieltsajcmcmosTD. 

3^'^ocn)' (SoDOO (010)1 6)Cn0ijJo ' 500-6)3^ (S<fl3fflg 

(n)(3c96)O0l6)(i^ mj(.3oJL{0)(010)1(03 gsctuslooijo, ' 1, 350 -6)0^ 
cr)l0(O)(.3(U_!)(U2o ((oiasacoS (S)iA,wie)S 1 %) an(o3(8cft>6ne(0)06rD. 
(r)1(mn(0) cromoQ) ojralcultSffljiJc/Doiio (fl3l§j(m(0)jo, cr)1ffl(0)(.3(Uio 
cft)2nsoQ)1^0{Oto)(0)2o, m2L3nJL(0){0t0)1(08 gscmsl cn)m(3ijj1c96)0(oro)(0)2mo(S)) 
3(3(iejo (Tuj cOjC/S cniffl (toI cOfflj cm (0)0 6rr). cni ® (O) era (11^0 
a(p1(iiocsc36)6ne(ii^ sm(TU}6)<jj§ caeucSjCiS (mm(3(jj1c<96)6ne 

(0)06m. cr)1cfti2(0)1oQ)2c/36)(jj6)soffl2gg culeicmosm 3(3(^10(0)1(03 

(Sffl6)j6)ijjS2(S(OTO)6TTe(m. (0)t66X0)0(r» c&ooemo cft)2S06)(0), 3^(^o(n)jtft)(/3 
(r)1ffl(n)1c06)O(njgg (3ia(Ucft>0(70o LoJl(T3(Tu1(jj3S^®3 (r)1<Si9d1rij(0)mo6m. 


No. 7^2-1302/2015. 21st August 2015. 

Sealed tenders are invited for Audio Podium for use 
in Government Arts & Science College, Kozhikode for 
3,15,000 under Plan 2014-15 (Modernization of Edusat 
Class Room). 

The Envelope should be superscribed as tender for 
the Supply of Audio Podium for the use in Government 
Arts & Science College, Kozhikode and addressed to the 
undersigned. 

Last date for the receipt of the tender is 29-9-2015 at 
12 Noon and will be opened on the same day at 2 p.m. 
Tender should submit their tenders in the prescribed form 
which can be had from the undersigned on Cash payment 
or Money Order of ' 735 (inclusive of all Taxes) for 
Original tender and ' 368 for the duplicate. The tender 
forms are not transferable. The list of articles will be 
available with the tender form. Those who have required 
tender form by Registered Post, send ' 785 (Cost of 

tender form, VAT and Registered postal charges). 

An agreement in the prescribed form in Kerala 
Government Stamp Paper worth ' 500 should be executed 
along with the tender, accompanied with an E. M. D. (1% 
of total amount) of 3,150 in the form of Demand Draft 
in the name of the undersigned from any Nationalized 
Bank. 

Sale of tender form will be closed on 12 Noon on 
29-9-2015. Tenders without accompanied by the EMD and 
the agreement in the Stamp Paper will not be accepted on 
any account. 

The Principal reserves the right to reject any or all 
tenders without any reason thereof. 

Government Arts & Science (Sd.) 

College, Kozhikode-673 018. Principal. 


3(3<^o(ru njoaru^o 
[(n(ni(3 2/2015-16 (nJ0(i3)] 

(1)001(3 001. 8O8/2O15/6)cft).o0o.o0o. 2015 (arajCTKnJ 10. 

tft)6TT^j^ ce3,^o^6n)(Si2i(S(no(i3 cnojsnSeiian^ oioolcmo Ceft.0(sgKl{!53 (^oa3 ooere (.(UcOjOfflo 2015-16 oj(3oai(B(!5Ti5)ce® cft>0(n)1c9> (in3_!)0(§i0(n) 
ojceijojlceicS® (n)CoJ0(3s(ru goJAraemeaBoS (u 1 (!S) 06 it)o aoj^joiooS 0)oo3i^0^ffljgg(U0l(33 oolomjo (2j(.ra()J.^ ra(3<^o(n)2tft)(/3 
cftfli6m1o-|)a<fti099^(rr)). 

3(3oejoari) (ruoeu^ij—' 2,00,000. 

i 2 i 2 (. 3 (u^ ca)()jo 1 (Djiaj<ft)g 1{!53 “ 0 ca>. o 0 o. o 0 o. a)(U6n3fflffl(i^“ (uooloio (Scft)0(BgKl(sejc96) 2015-16 (U(3o3d(!5ro)1o3 oruiBoJO^saru 
goJca)06m633(/3 (u1((5)06mo 0 oj(^j(m®) 1 (i)” o^ono (I06)jffli^sj(!sr3)1 (.ojInSomlojooS, 0 c 9 >. o 0 o, o 0 o. cnojenSDiang'' (uooliroo (Stft. 0 (sgK, 
oJI. 63. oJgg1c06)J(n), tft)6TT^2(3-4 000)0 ()jlejO(n)rat!5)1o3 ej(§1c96)(!5Ti5)c96)(Ulu)o (3Ta(I»(]d)(Sce6)61ie0)O6n), 

3(3(^000) (joDoo ratmlfflog (ulei ' 420 (ool cft.j ( 0)1 (i» s cseio), (u)_!| 2(^1 (ScO® glso^ (ulei ' 210 . 3^<^o(n) 

(8o£ioo(!5t!5)l0(i^ (ulej (!S)l 0 l ^2 0<e3OS2c96)fflojS2(m((5)m. ra^'^ooru (Sooooeaugjns (Ul{!53^(n 18 - 9 - 2015 - 0 ) g^(s:»c96) 1 i 2 i 6 n) 1 ce 6 ) 
(313(uoruoaolcssij(mono 6110 . oJ 20 loj 1 ^ 3^<^o(n)jcft)(/3 18 - 9 - 2015 - 0 ) 2 a 6 m 1 ()j 0 o 630oDl(n)1(!53 (n)j1ce30lce6)j(n)(!5)O6n). raraonojraifflono 

g^cffic96)j(B(0oiio 3 (26n)1ce0 3(3(^o(n)jc83O0j0S(S(]Q)o (3T3()joj0s Loj(a)1o)1a)1cft)gj0sc(s2)o (n)0(n)1(3u_!j(3K5)1(n3 3(3<^o(n)j<ft>(/3 (mjOcoeijoTxrooen). 
3(3(^0001 (Io£ioo63i3a3 0iij<goo3 ojosjggimm. 
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3(3<^o(Tujc93a3 (mnJoraS lajeuoamlfflo (3re)(n)(ro1ch ' 457 («r)nJora3 Onjejcuscsoo) (.nJlnScnilajogloci^ GnJolraS 

memleomocSaju^ (3TaoQ)caet6«)sn§ra)06rh. nnJcSojcftaS, cuilaocig'' lcedociDO o^cmloj crujItejOlcSffljanD®)^. Bcai^oamjAglraS erasuoijjsjfflrthlcQ) 
(wjcfti cnlcSjjsnlcBjgjo ga3a(jj6)s<i»oc!ffl1ffl1c9S)6mo. 

3(3<^ocrujcft)egoffls0(jjo araj aaanfflocno ( 1 %) cnlOcBffllRsS (teijoernrs) anjcfc ' 1 , 500 ) CDlfflcoiLBcu^aocrsI 
tft) 6 TT^ 2 ^ 6)tft).dg)o.ng)o. cnnjsnSfflfflag'' (ucnlcroo CcaocgK (.nJlciStrulajogleia^ CnJolraS o^sjcoto) cuilaoci^'' (.fUJOacg cBtft. 0 g cru^coaofflloo^ 
500 (ulejcsDjgg ffljLf3rJL®)®if5)lR33 (Sffl6UfflijjsjOTrn(i» a0(.(hlffl2ii^'lGaDO0SO(jjo ratacmcmecOfflenecroosm. n^scmoraogjDsasjo 3(3>^o(tu 
cftiOfflSTiDo cftijsos)®) anlfflcrulceajruocnjgg (3Ta(U<93OC0o (.n-n(T3cru1(jjog1aD geneocrsIffllcMjo. cOjjsjcmraS rulajfflsmaaS sionnicrulraa crilonDjo 
t.njaj.^85t!5)l 3l(Ucn)S3i3g1ra3 eje1c9S)j<m8S)06rh. 

[No. 2/2015-16 (PLAN)] 

No. A1-808/2015/KMM 10th August 2015. 

Sealed tenders are invited for the supply of Sports Equipments/Aceessories to the Department of Physieal 
Education of K. M. M. Govt. Women’s College, Kannur under Colleges Infrastructure Upgradation Programme 
(Plan Scheme) for the year 2015-16 for an estimated cost of ' 2,00,000. The list of articles with required specification will 
be supplied along with the tender form. 

The tender should be superscribed as “Tender No. 2/2015-16 (Plan) dated 10-8-2015 for the Supply of Sports 
Equipments/Accessories to the Department of Physical Education for the year 2015-16 at K. M. M. Govt. Women’s 
College, Karmur-4” and addressed to the Principal, K.M.M. Govt. Women’s College, Kannur, P. O. Pallikunnu, Pin-670 004. 

Cost of tender form : 

Original—' 40020 (VAT) = ' 420. 

Duplicate—' 20010 (VAT) =' 210. 

(Costs are non-refundable) 

The date and time of closing of sale of tender form—18-9-2015, 1 p. m. 

Last date and time of receipt of tender form—18-9-2015, 2 p. m. 

Date and time of opening of tender—18-9-2015, 3 p. m. 

Tender forms can be had directly from the college office on all working days before 2 p. m. on remittance of the 
cost mentioned above. 

The tender forms if required by post will be sent on payment of ' 457 (cost of tender form ' 400-1- VAT 
20 and postage charge ' 37) by money order to the Principal, K. M. M. Govt. Women’s College, Kannur, P. O. 
Pallikkunnu, Pin-670 004. Cheque or Demand Draft are not acceptable. The rate quoted should be inclusive of all taxes. 

The tender will be opened in the presence of such tenderers or their authorized representatives who may be present 
at that time. The tender forms are not transferable. Late tenders will not be accepted under any circumstances. 

Intending tenderers should deposit an amount of 1% of the total cost of the articles tendered for quoted as Earnest 
Money Deposit (This is subject to a minimum of ' 1,500) by DD in favour of the Principal, K. M. M. Govt. Women’s 
College, Kannur together with an agreement in Kerala Govt. Stamp Paper worth ' 500 towards the rate quoted remains fmn 
till 31-3-2016. The undersigned reserves the right to reject or accept any tender without assigning any reason. 

More details if any can be obtained from the College Office. 


List of Items 


SI. 

No. 

Item with Specifications 

Qty 

(Nos.) 

Rate 

(1) 

(2) 

(3) 

(4) 

1 

Football synthetic all Weather proof Nivia 

5 


2 

Football Boot Star impact good quality 

20 


3 

Football stockings Double thick yellow 

20 


4 

Archery Bow with full accessories Indian Round Apoorva/Manipur 
Superior quality 

4 








15th Sept. 2015] 


STORES PURCHASE 


1096 



( 1 ) 

( 2 ) 

( 3 ) 

( 4 ) 


5 

Arehery arrows Indian round superior quality 

80 

6 

Arehery target faces 120 cm. Dia. 

10 

7 

Archery target face 80 cm. Dia. 

10 

8 

Shuttle Cock As2 Tournament quality 

2 box 

9 

Shuttle Cock Navis 350 Nylone-Practice 

5 box 

10 

Shuttle Racket Cosco-CB 150 Practice 

4 

11 

Shuttle net Vixen Tournament quality Nylone 

2 

12 

Volleyball-coscopasted-super-intemational match quality 

2 

13 

Volleyball Net-Nivia Superior Quality 

2 

14 

Table Tennis ball stiga cup 

20 

15 

Table Tennis Net with Stand Vixen 

1 

16 

Measuring Tape 50mts. fibre glass good Quality 

1 

17 

Yoga Mat 6cm. Thickness good quality 

12 

18 

Marking Cones-Plastic-Vexen-9” 

25 

19 

Sports medals heavy quality 2” size Name and emblem moulded 
golden colour 

100 

20 

Inflater-microball pump-Nivia 

1 

21 

Basketball playing shoes Panther Nivia-Superior quality 

12 

22 

Volleyball playing shoes-Super court-Nivia superior quality 

12 

23 

Football Team Uniform Honycon-thick-college name, emblem and 
number printed with goal keeper jersy-with sample cloth . 

20 

24 

Volleyball Uniform-sublimation printing college name, emblem and 
number printed with sample cloth 

12 

25 

Basketball Uniform-sublimation printing college name, number and 
emblem printed with sample cloth. 

12 

26 

T shirt for badminton. Table Tennis, Archery, Athletics, Volleyball and 
Basketball Teams Lacost good quality College name and emblem printed 
with sample cloth. 

40 

27 

Weighing machine 200kg., Digital superior quality-Diety 

1 

28 

Stadio meter (Height measuring stand) make with Teakwood base 
and stand superior quality make 

1 

29 

Table Tennis Table 18 mm thickness stiga-movable and foldable- 
good quality 

1 


Krishna Menon Memorial Govt. Women’s College, 
Kannur. 
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Fire and Rescue Services Department 

e-TENDER NOTICE 

No. Jl-9154/2015. 22nd August 2015. 

e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the fabrication of 5 Nos. of Emergency Tenders as per the specifications of 
Fire and Rescue Services Department. The tender is to be submitted as e-tenders through https://etenders.kerala.gov.in. 
Since this is an e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC) can participate in the tender. 

e-Tender document and other details can be obtained from the above e-portal. 

The tender has two parts. 

1. Technical bid. 

2. Financial bid (BOQ). 

Tender No. with PAC—KFRS-E-TENDER No. 06/2015-16— ' 550 Lakhs. 

Closing date and time of e-tender—25-9-2015, 4 p. m. 

Last date and time of receipt of e-tender—25-9-2015, 4 p. m. 

Date and time of opening of e-Tender: 

1. Technical bid—29-9-2015, 11 a. m. 

2. Financial bid—1-10-2015, 11 a. m. 

Cost of e-Tender (online submission)—' 25,000 -I- VAT @ 5%. 

Date upto which the rates are to remain firm for acceptance—31-3-2016. 

EMD—1% of PAC in online payment. 

Security Deposit—5% of total contract amount inclusive of EMD to be furnished as online payment or as bank 
guarantee of a scheduled bank. 

Period of supply—Within 120 days of receipt of supply order. 

AMC—Five years. AMC amount of 5 years will be added to the equipment price in order to decide the successful 
tenders, but equipment price and Annual AMC amount for the first five years after the warranty period shall be quoted 
separately in the Financial bid. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC) and necessary portal enrolment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens 
to be a holiday/due to net failure, the tenders will be opened in the next working day at the same time. 

The price of the e-tender form shall be received only through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers 

• Technical cover 


• Financial cover 
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The first cover i.e., the technical cover shall be uploaded with the following documents: 

1. Scanned copy of complete specifications of the product along with diagrams intended to supply. 

2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 100. 

3. Brochure of the vehicles. 

4. Work experience certificate or other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 100 to the effect that he/his 
partner/s or any of his/her directors is not involved in any Vigilance Case registered in connection with any 
supply made to this Department or are blacklisted by any Government agencies in Kerala. 

Soon on opening of the technical bid of e-tenders, the committee constituted to evaluate the tender will meet and 
scrutinize the tender documents along with technical specification of the equipment submitted with the e-tender. The 
tenderers are requested to attend the opening on the date and time specified in this tender in the Mini Conference Hall 
of the Headquarters of the Kerala Fire and Rescue Services in Thiruvananthapuram and there will not be any further 
communications about the opening of the technical and financial bids separately. 

The financial bid belonging to those manufacturers or their authorised dealers who qualified in the technical bid of 
the equipment required by Kerala Fire & Rescue Services Department alone will be considered. Tenderers are encouraged 
and advised to come prepared for ppt presentation on all the technical aspects of the equipment along with samples if 
possible or appropriate for the full understanding of the Head Office Technical Purchase Committee at the time of opening 
or subsequently during the period of tender evaluation. 

On finalization of the same, the second cover i.e., the financial bid of the concerned competent firm will be opened 
for consideration. 

The originals of Complied Technical Specification, Agreement in Stamp Paper worth ' 100, the declaration on 
Kerala Stamp Paper worth ' 100 Brouchers/Photograph and the sample of the item intended to supply shall be produced 
before the undersigned soon after the Financial Bid opening. 

After opening the financial bid, financial evaluation is made only after consultation with the DPC and the decision 
of the DPC shall be final and will be uploaded in the financial evaluation field of the e-tender site whether the tender is 
financially admitted or not and thereafter the awarding of the contract. 

The Head Office Technical Purchase Committee headed by the Divisional Officer, Kerala Fire & Rescue Services, 
Thiruvananthapuram will scrutinize the tenders received evaluate them and will take decision suitably. The decision of the 
Head Office Technical Purchase Committee will be final for the award of the contract. 

The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason is solemnly 
vested with the Head Office Managing Committee, headed by the Director (Administration), Kerala Fire and Rescue 
Services. 


The rules and regulations prescribed for e-tenders by the Government of Kerala will be applicable to this 
e-tender also. If any tenderer wants any clarification on any aspect of the tender he/she can send email to the 
da.frs@kerala.gov.in or fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchase 
can be obtained from the e-tender website https://etenderskerala.gov.in. 

Any legal disputes that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Conditions 


1. Whether Samples are 
essential 


Pamphlets, Photograph, Drawings, CDs etc., should be forwarded along with the tender. 


2. Period within which 
goods should be delivered 


Within 120 days from receipt of supply order. 


3. Rates should be quoted 
including all taxes, and 
transportation charge & 
AMC 

4. Payment 


fo.r., Thiruvananthapuram 


100% payment against delivery at Thiruvananthapuram in good condition. 
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5. Other Special Conditions : 

(1) A Warranty of 36 months from the delivery of the item. 

(2) EMD 1% of PAC in online payment. 

(3) Security Deposit/Bank guaranty 5% of total contract amount inclusive of EMD to be furnished 
as mentioned in the Notice inviting e-Tender. 

(4) Any firm whose Proprietor, Partner or Director is involved in a Vigilance Case registered in connection 
with a supply made to this Department/Kerala Government earlier shall be barred from participating in this tender. 

(5) The tenderers should produce latest Solvency Certificate of ' 5 crore or more and should have an average 
annual turnover of ' 30 crores for the last 3 years. 

(6) A 5 years AMC should be provided by the qualified firm after the warranty period. Amount also quoted in the 
bid. 

(7) The bidder should have sufficient previous experience in fabricating Water tender/ Emergency tender. The 
copies of supply order for fabricating Water tender/ Emergency tender placed by states, UT and DS US during 
the calander year 2012, 2013 & 2014 should be produced in support of previous experience. 

(8) They should also produce the latest VAT clearance and latest Income Tax return copies. 

(9) On receipt of supply order the renderer should provide Insurance cover for the Kerala Government property 
for minimum Rs. 5.5 Crore for fire and theft. 

(10) The fabricator’s establishment industry should be ISO certified and the latest certificate should be 
furnished. 

(11) Canvassing in any manners at any time shall disqualify of the tenderer. 

(12) Renewal of temporary registration processes shall be performed by the fabricator at their own expense. 
A valid Temporary Registration Certificate (T.R) shall be produced before the department at the time of delivery. 

(13) The undersigned retains the right to increase or decrease the number of chassis for fabrication by 20% 
if necessary. In other words, the number of chassis may vary from 4 to 6. 

DETAILED TECHNICAL SPECIFICATION 

1. General 

1. The emergency rescue tender shall be fabricated on the Chassis (TATA 1613 Turbo) Cowl Chassis, supplied by the 
department at fabricator’s yard. 

2. The appliances shall be designed to carry all the equipment listed in Annexure A. 

3. The fabricated vehicle shall be strictly within the purview of the motor vehicle Act and rules in prevailing Kerala. 

4. All items used for the fabrication of the rescue tender shall confirm to the relevant BIS and where the standard 
specification do not exist, best available commercial quality material shall be used. 

5. The centre of gravity of the Rescue Tender shall be kept as low as possible under all conditions of the loading. 

6. The fabrication of the unit shall be designed in such a manner that whole unit is unitized within the chassis. 

7. The actual gross weight of the vehicle with full equipment accessories, tools, crew etc. shall not exceed the 
maximum permissible weight limit of the chassis as prescribed by the manufacturer. The distribution of load shall 
confirm to the specification laid down by the original manufacturer. 

8. The top of the vehicle shall be adequately reinforced to permit the crew members to perform their duties while being 
on the top of the vehicle. 

9. The fabricator shall furnish a guarantee for a period of 36 months for material and workmanship including PTO for 
smooth functioning of the vehicle from the date of acceptance of the vehicle by the department at Viyyur, Thrissur. 

10. The fabricator shall have a work experience in fabrication of fire fighting or rescue vehicle for a minimum of 
10 years and shall have supplied atleast 10 Numbers of fabricated Emergency Rescue Tenders of any class for 
different agencies in India. The relevant substantiating document shall be produced. 

11. The fabricator shall supply the manual, repair kit and tools for all the equipment and accessories stowed in or 
attached to the vehicle. 
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12. The fabricator shall conduct classes and demonstrations to the departmental personnel regarding the working of 
vehicle and equipment and accessories attached to the vehicles as and when required by the department, at their 
own cost. 

13. The fabricator shall supply a clean diagrammatic representation of the Emergency Rescue Tender that they will be 
fabricating with the accessories and equipment specifications as per conditions enlisted herewith. 

14. The fabricator shall arrange for proper service of the equipments and accessories in the vehicle. 

15. On the body of the vehicles details of chassis, engine number, year of manufacture, name of manufacturer, fabricator 
etc. shall be etched on a brass plate and fixed on the rear portion of the body. 

16. Fabrication shall be done in such a way that no rattling sound is produced while running/operating the vehicle, by 
providing adequate sealing/packing materials. 

17. The fabricator shall arrange the repair or replacement of any equipment or accessories of the vehicle which became 
faulty in the normal course of usage upto 3 years. 

18. If the fabricator is not in a position to repair the equipment and accessories provided in the vehicle, they shall 
arrange for total replacement of that particular items as the case may be upto a period of 3 years from the date of 
acceptance of the vehicle by the department at Viyyoor, Thrissur. 

19. Renewal of temporary registration processes shall be performed by the fabricator at their own expense. A valid 
Temporary Registration Certiticatce (T.R) shall be produced before the department at the time of delivery. 

20. 3rd Party insurance shall be taken by the department. 

21. Load distribution chart and detailed drawing from the competent authority shall be submitted for obtaining approval 
from the department, before commencing fabrication. 

22. The fabrication of the vehicle shall be completed within 90 days from the date of receipt of chassis. 

23. ABS shall be provided by the fabricator at their own cost. 

24. Stage inspection shall be conducted on completion of each stage of fabrication. After the completion of each stage 
the fabricator shall report the matter to the department. Only after the inspection of one stage and a clearance is 
obtained from the department, the work to next stage shall be started. Inspection shall be done at the following 
stages. 

Stage I. —Structural framework ready, but pauelliug uot started. 

In this stage, the inspection team will check whether the material for fabrication of the vehicle is as per the 
specification the dimensions of the materials for fabrication and the square tubes, channels etc. used for the 
stmctural frame work are measured. 

Stage II. —Panelling completed, all equipment and appliances ready. 

In this stage the inspection board will check the body fabrication and working of the equipment to be 
stowed. The board will also check whether the equipment are as per the specification. 

Stage Ill. —Final stage inspection. 

Fabrication completed, all appliances and equipment mounted in position and safely fastened. 

2. Selection of Material 

1. The material to be used in the Constmction of the appliance shall be made with a view of combining lightness with 
strength and durability 

2. Timber shall not be used for the construction of any part 

3. Fittings made from ferrous material coated with nickel or chromium shall not be used 

4. All metal parts exposed to atmosphere shall be either treated with anti-corrosive materials or non corrosive materials 
shall be used 

5. Wherever aluminium is used for fabrication it shall be anodized 

6. No M. S. Sheet shall be used for either body panelling or for the lockers 

7. The super structure shall be of welded construction and made from 2 mm thick MS pressed sections and square 
tubes. The angles and channels used shall be having minimum 3 mm thickness. The complete structural material 
shall be treated for anticorrosion by zinc plating. The plating thickness shall not be less than 20 microns. 
Two coats of epoxy paint shall be applied to the completely welded. 

8. The entire vehicle shall be paneled from outside with 1.60 mm aluminium sheets. 
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1. The cabin compartment shall provide enclosed accommodation to six persons including a driver and officer in 
charge. 

2. The driver seat shall be adjustable - forward, backward & vertically and bucket type. 

3. Seat belt shall be provided for both driver and officer seat. 

4. At the rear end of the driver cabin, a crew seat running along the width of cab shall be fabricated in the form of a 
box with three compartment, one for the batteries, one for housing spare BA cylinders with anti rolling fastener and 
the other for placing mechanical tool kit. The crew seat shall be enough for 4 persons. 

5. The cabin shall have provision for sunk-in stowage of two breathing apparatus sets on either flanks of the crew 
seat. The BA sets should not be hanged. They shall be fastened with suitable straps/clamps with proper cushioning 
material. 

6. All seats shall be cushioned with 100 mm foam and upholstered with good quality rexin. 

7. All seats shall be rigidly fixed to the floor. 

8. The cabin floor should be covered with 3mm thick aluminium chequered plate rigidly fixed to the under frame cross 
members. Trap doors for draining spilled oil or water shall be provided at proper places. 

9. A grab bar shall be fixed in the cabin between the crew and the driver portion, ft shall be strengthened by a 
support at the middle and the support shall fixed rigidly. 

10. The driver cum crew cabin shall be provided with full four doors, one for the driver, one for the officer and two 
doors on the rear of the cabin on either side for the crew, ie., on one side there shall be two doors. 

11. All the four doors of the cabin shall be fitted with toughened glass and winding type regulators. 

12. All the four doors shall be hinged, opening outwards, hanging forward and shall have catch locks and flush type 
handles provided outside. Aluminium tower bolt shall be provided inside for all the doors. 

13. Adequate grab rails shall be provided for easy boarding and alighting from the appliance. 

14. The cabin shall be panelled externally with 1.6 mm aluminium sheet. 

15. The cabin shall be intemaly lined with good quality PVC coated 1.6 mm (1.2 mm) aluminium sheet. 

16. The entire cabin floor shall be covered with chequered aluminium sheet of 3 mm thickness. 

17. One roof light shall be provided in the drivers cabin. 

18. The driver shall be provided with two large size rear view mirrors and convex round mirrors for overall rear view of 
the vehicle from top to bottom, left to right. 

19. Front windshield glass shall be provided as low as possible to provide the driver with clear visibility of traffic, on 
the flanks and in the front. The glass shall be 5 mm thick toughened safety glass. The windshield glass shall be of 
curved type to give better vision on the sides and aerodynamic efficiency with a better look. 

20. The rubber beading used for fitting glasses and window frame shall be PDM rubber. 

21. A fire bell of 250 mm diameter shall be provided on the rear left hand side of the cabin (above firemen seat) and 
arrangements shall be so made to enable the fireman to ring the bell from inside the cabin. 

22. Wire mesh guards shall be provided for front wind screen glass, side door glasses (4 numbers), light bar, head 
lights, fog lights and for rear lights. These wire mesh guards shall be of removable type, fitted with butter fly nuts. 

4. Body and Stowage Lockers: 

1. The stowage lockers shall be provided with Roll in and Roll out type of drawers with opening in tapered position 
giving easy and immediate access to all equipments. 

2. All equipments should be stowed scientifically and systematically, in the drawers, with facility to locate and remove 
each equipment, easily. Each drawer shall be labelled with the name and number of equipments in each stowage and 
any vacant position in the locker shall indicate that the particular equipment is missing. 



15th Sept. 2015] 


STORES PURCHASE 


1102 


3. Each equipment in the stowage shall be properly clamped and strapped, to prevent the shifting and rolling of the 
equipment during vehicular movement and negotiating the curves. 

4. The drawer sides shall be constructed from aluminium angles of minimum 100 mm x 4 mm thickness and the bottom 
floor of the drawers shall be made from 3 mm thick aluminium sheets and then covered with good quality neoprene 
rubber sheets. 

5. The bottom edges of the drawers shall be covered with SS angles of minimum 2 mm thickness. 

6. The drawers should have self locking system to prevent accidental opening while the vehicle is in motion. 

7. The drawers shall be made according to the required size of the equipment that is to be stowed. 

8. The roller shutters shall be made of hollow rectangular shaped properly anodized aluminium links which shall be 
interconnected with plastic/PVC profdes scaling the roller shutter water light when closed. 

9. The opening of the shutters should be done by means of a lift bar provided, with self locking system to prevent 
accidental opening during vehicular movement and while negotiating a curve. 

10. The roller shutters shall be rolled inwards underneath the roof giving unobstructed access to the equipment 
drawers. 

11. Guide rails shall support the shutters over entire length on both sides to make them absolutely torsion free. 

12. For mounting on top of the appliance, two separate ladders on either side at the rear portion of the appliance with 
anti-skid round shall be provided. It shall integrate with the body and it shall be strong, firm and sturdy. 

13. Quick removable type wire mesh guard made from 2.5 mm x 2.5 mm size mild steel wire mesh of 1.6 mm size covered 
in mild steel angle frame shall be provided to all the glasses of driver-cum-crew cabin and Tail lamp. 

14. Grab-rails and non-slip steps be provided, wherever necessary. A ladder made out of stainless steel round or square 
pipe of 2.5 mm diameter shall be provided at the rear of the appliance to provide easy access to the roof of the 
vehicle. 

15. Two numbers of 2.5 mm diameter aluminium pipe railing with sufficient number of aluminium double socket brackets 
shall be provided to the rear body over the deck. 

16. A heavy duty towing hook shall be provided and fitted the rear bumper by means of nuts and bolts. 

17. Propeller shaft shall be protected with proper guard. 

18. Stepney carrier shall be provided on the top of vehicle. 

5. Electrical System : 

1. All the electrical wiring shall be of concealed nature. 

2. All lockers shall be fitted with internal individual lighting which shall be capable of being automatically switched 
on and off by the opening and closing of the roller shutter. A master switch for isolating the locker lighting 
circuit shall also be provided in the driver’s cabin. 

3. Two numbers of spot lights shall be fitted. 

4. Two numbers of quality fog lamps shall be fitted on the front of the vehicle. 

5. L.E.D Mini Light bar ( Flasher) shall be provided on both side & back top portion (3 Nos. each on both side 
and 2 Nos. on the Rear) They shall be fitted integrally to the body. 

6. An electrically operated light bar emitting red, white and blue light with siren of 1km range and two tone hooter 
with public address system shall be provided. This system shall be protected with metal guard. 

7. A master switch shall provided in the driver cabin for operating the individual lights provided in the lockers. 
Cabin and rear portion of the vehicles. 

8. The switches of the hooter, siren, light bar and public address system shall be provided on dash board in a 
convenient place indicated by the inspecting officers. 

9. Reversing lights shall be fixed on either side. 

10. One Pair of additional Electric Horn shall be provided. 

11. Reverse gear and indicator buzzer shall be provided. 

12. Two Nos. of Wind shield wiper shall be provided. 
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6. Alternator unit/D.G set: 

1. Honda GX630 V Twin E/Start 9.5 Kva - An in-built but petrol driven portable 230 Volt alternator of 9.5 KV A 
capacity - Electric Start. 

2. The unit shall be installed on the vehicle in the roll in roll out locker, preferably towards drivers side, having 
a panel board with three sockets (plugs) and switches with 3 phase connection; four sockets (plugs) and switches 
(MCB’s) with single phase connections of minimum 20 Amps capacity; four sockets (plugs) and switches (MCB’s) 
with single phase connection of minimum 10 Amps capacity; one number of digital RPM. meter; one number of 
KW meter; three number of ampere meters, separate for each phase; one number of frequency meter; one number 
of 32 Amps TPN MCB. Exhaust gas of the engine shall be delivered to outside. 

1. Telescopic Light Mast: 

2. A compact, low profile, roof mounted lighting system fitted with 4 Nos. of metal halide lamp, each of 1000 watts, 
vertically elevated and pneumatically extended up to 15 feet (4.6 m). Lighting shall be controlled by a pistol grip 
remote control luminium. 

3. It shall have directional lighting system with rotation and tilt lamps to provide total coverage. The remote control 
unit should allow a person to operate all the functions of the light mast and accurately aim for complete directional 
positioning. 

4. The unit should comprise of pistol grip handled remote control with cable, RCP rotation and tilt luminium, 
mounting frame with built in tilt system etc. 

7. Ladder Gallows: 

1. The ladders gallows shall be strong to carry the weight of the specified aluminium, double extension ladder. 

2. It shall be mounted on the roof with locks to hold the ladder in position, while the vehicle is in motion or 
negotiating bends. 

8. Winch: 

1. A good quality pulling winch which shall operate with engine power through PTO unit, shall be provided for 
pulling an object up to 5 ton capacity. 

2. Maximum through torque of the PTO shall not be less than the max through torque of the engine. 

3. The PTO shall be connected to the chassis gear box and the winch pump through heavy duty propeller shafts 
and centre bearings preferably of Hardy Spicer make. 

4. Tow eye should be provided in the front of the vehicle and it shall be operated from the drivers cab. The winch 
unit should be with rope drum and 30 meter long heavy duty galvanized EIPS wire rope with replaceable self 
locking clevis hook and shall be mounted on the front of the vehicle with suitable strong supports. 

9. Painting & Labeling: 

1. The driver cum crew’s cabin shall be painted cream. 

2. The appliances shall be painted fire red in colour conforming to shade No. 536 of IS 5: 1978. The paint shall 
confirm to IS 2932. 

3. The whole vehicle shall be painted internally and externally with one coat of zinc chromate and under coat and 
two finishing coats. 

4. Painting and phosphating of the chassis shall be carried out to withstand seasonal climate effects. 

5. The words “KERALA FIRE & RESCUE SERVICES” shall be painted.in letters of 10 cm height on either side of the 
body and of vehicle in golden yellow colour paint. Same text in Malayalam Fonf’ shall be painted over the other 
side in same manner. 

6. The name of the department “KERALA FIRE & RESCUE SERVICES” in form of sticker in fluorescent red letter in 
yellow background shall be affixed on the top of the front wind screen glass. 

7. Emblem of the department shall be affixed on either side of the cabin front door (Model shall be provided by the 
department). 

8. ‘Dial 101’ Shall be written on all the four sides of the vehicle on yellow background in black letters. 
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9. Accessories and equipments- Annexure-A 

(1) Ladder with Gallows - 1 No. 

An luminium extension ladder of trussed type 10.5 meters height shall be provided with the vehicle and mounted on 

suitable ladder gallows. The design of the gallows shall be such that the ladder can be released without difficulty 

from a reasonably accessible position. Means shall be provided for looking the ladder when stowed. 

(2) Hydraulic Rescue Tool Set - 1 No. 

• The Hydraulic Rescue tools shall be portable and light-weight, and shall be suitable to use by one man. The 
Hydraulic Rescue tools shall be supplied in set form, consist of main equipment like spreader, cutter, telescopic ram 
and hoses and power pack and manual pump along with all the accessories. 

• The Hydraulic Rescue tools and its accessories shall comply with all the requirements stipulated under EN13204 or 
equivalent national/international standards. 

• For the safety of the operators, victims and bystanders, the tools shall be powered by non-toxic, mineral based 
hydraulic oil. Any toxic fluid shall not be used. 

• All pressure hoses shall have a safety factor of not less than 4 times the maximum working pressure. All hoses shall 
be provided with anti kink springs with exception of the non-kinking one hose system. 

• All tools, hoses and pumps shall be equipped compact, non-drip, quick-connect couplings fast and easy 
connection. All female couplers shall be equipped with automatic self-locking to prevent accidental disconnection. 
The couplers would have 360 degrees free movement for easy uncoiling. 

• The hydraulic rescue tools shall be designed to withstand a test pressure of two times their maximum working 
pressure. Each tool has to be equipped with two internal safety valves for protection against any type of 
mechanical or hydraulic overload for each cylinder and each tool shall have a separate safety valve for protection 
against overpressure, in case one of the return couplers is disconnected. Moreover, all tools shall comply with the 
European CE safety standards and European Norm EN 13204 or equivalent national/ international standards. 

• All hydraulic rescue tools shall be equipped with automatic devices to hold any load in any position when the 
control valve is in neutral position, or in cases of disconnected couplers or sudden pressure drops. 

• The cutters and spreaders shall be provided with a non-slip, U-shaped carrying handle which allows 
free movement of the tool from one side to the other. The carrying handle would be mounted in such a way that 
the tool is fully balanced, even when the tool is picked up with one hand. The position of the carrying handle and 
the control handle shall allow easy operation for right handed as well as left handed operators. 

• Hydraulic rescue tools shall be provided with, double acting hydraulic cylinder with a dead mans type control and 
shall be able to operate with one hand by the operator in any position. 

• The tools shaft be provided either with two hoses, one for pressure line and other for return line, or one hose 
having pressure line and return line within the same hose. The hoses shall be fitted in the center of the control 
handle to avoid personal harm in case of leakage. The hoses shall allow full 360° rotation and shall be equipped 
with anti-kink springs over the entire length, in the case of dual hose system. 

• The tool body, yokes, and spreader arms shall be made out of high quality aluminum alloy for solid construction 
with low weight. All aluminum alloy parts shall be ANODISED as a made out of high tensile (heat treated) tool 
steel and blackened as protection against corrosion. 

• The construction of the tool should be so as to allow its use under water for long periods without the risk of any 
material damage to any part of the tool. 

• All hydraulic tools, pumps, hoses and accessories would be fully operational for longer periods at temperatures 
ranging from -5° to 50°C. 

• The tools shall be supplied with proper operation/ safety instruction manuals, according to the CE, NFPA or 
equivalent standards. Operation and safety instructions shall be on the tools and shall be in pictogram style so that 
they can be understood by all operators easily. 
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The Tools should be as follows : 

Hydraulic Power Pack (Petrol Eugiue Operated) : 

• The petrol driven hydraulic power pack shall be capable of powering tools independently and have connection 
possibility for additional tools. For this purpose the pump shall be provided with separate connecting valves, 
incorporating a manually operated pressure release valve. The valve shall have two positions, operation or neutral. 
Even when under full pressure the release valve should be easy to operate and to release the pressure. This 
arrangement is not applicable for one hose system. The hydraulic pump shall be driven by a 4-cycle, single cylinder, 
air cooled petrol engine. The power of the engine shall be sufficient to drive the hydraulic pump to give output 
sufficient to operate the two tools simultaneously without reduction in the speed. 

• The petrol tank capacity shall be such that, it allows the engine to run for minimum one hour when the tools are 
in continuous operation. 

• The starting system of the engine shall be hand recoil type and the starting rope shall wound automatically in, 
when released. 


• The engine and the pump shall be mounted on suitable tubular carrying frame with integrated carrying handle. 

• Suitable gauges shall be provided to find out the quantity of fuel and hydraulic oil in the power pack and same 
shall be easily accessible. The provision shall also be made to refill the petrol and hydraulic oil through wide filling 
opening which shall be covered with threaded cap. 

• All the hot parts of the power pack shall be property shielded to avoid possibility of injury to the operator. 

• Preferably there shall be provision of light near the valve block for ease in operation during the night time. 


• All the controls on the power pack shall be easily accessible and properly labeled in English language. 

• The weight of the power pack including hydraulic oil and fuel shall not be more than 25 kgs. 

• The power pack shall be provided with 3 stage axiaEradial piston pump with a minimum output of 2500 -3000 cc/min 
per valve in the first stage and at least 1000 -1250 cc/min per valve in the second stage and at least 500cc in the 
third stage. Each pump shall be provided with an automatic change-over valve that switches the first stage output 
to no load to assure the high output in first, second stage and third stage. Each pump shall be protected with 
internal safety valves for factory set at a suitable maximum pressure. 

• The capacity of hydraulic oil tank shall be 2.5 to 4 litres to supply the sufficient quantity of oil to two tools 
simultaneously with ample reserve capacity for the re-circulation of oil to avoid the over heating in prolonged 
operation. Specifications are given below : 

• The two hoses shall be in two different colours to identify easily. Non-interchangeable hydraulic coupling designed 
for quick connection/disconnection shall be provided with dust caps and complete with automatic self-locking 
system. 

• The hoses shall have the pressure suitable for tools and the busting pressure of the hoses be 4 times the working 
pressure. 


• The pump shall have capacity to allow the Ram to reach full extension since Rams use more hydraulic fluid during 
operation than spreader-cutters. 

• Other requirement shall be as given in the table below 


Engine 

Capacity oil tank (effective) 

Puiup 

Weight 

No. of tools that can be 
connected 
No. of tools to be 
operated simultaneously 


Petrol engine 
Approx. 4 liters 

3 stage axiaPradial Piston Pump 
Not more than 60 kgs 

Two 

Two 
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Cutter : 

• The cutter be double acting hydraulically operated device of light weight construction made of 
anti-corrosive high strength material. The details and design features of the cutter and its controls and material used 
for Construction of major components such as blades, cylinders and other components shall be given in the offer. 

• The cutter shall be capable of cutting various sections such as solid ground bar, hollow round bar, flat section, 
square tube, rectangular tube etc. It should also be enough to cut the door pillars of new generation cars. 

• In the tool with two hose system the tool shall be supplied with connection hoses of 0.5 meter long and complete 
with coupling, dust cap and protection springs over total length. The female coupler should be of automatic self¬ 
locking system type. In the case of one hose system, a male connector shall be fitted to the tool to connect the 
hose. 

• The cutter blade shall be parrot type, the cutting blades shall be of shock resistant non corroding alloy steel, 
hardened and shall be exchangeable and regrindable. The material specification of the cutting blades and hardness 
shall be indicated in the offer. 


The cutter shall have following specifications: 

Blade opening — More than 180 mm 

Cutting force — Not less than 900 kn 

Weight ready for use — Not more than 22 Kg. 

The material of the steel profiles shall conform to EN, NFPA or equivalent standards. 


Spreader : 

• The spreader shall be double acting hydraulically operated device, of light weight construction made of anti 
corrosive high strength material capable of being lifted, and operated manually with ease. The details and design 
features of the spreader and its controls and material used for construction of its major components such as arms, 
cylinders and other components shall be given in the offer. 

• The spreader would be capable of spreading and pulling with the combination of chains. In the tool with two hose 
system the tool shall be supplied with connection hoses of 0.5 long and complete with coupling, dust cap and 
protection springs over total length. The female coupler should be of automatic self-locking system type. In the 
case of one hose system a male connector shall be fitted to the tool to connect the hose. 

• The spreader shall be provided with spreading tips made of fully hardened, high tensile tool steel with proper 
serrations outside and inside for a perfect grip during spreading as well as tips for cutting tips or pulling adaptors 
with single hand without loosing any parts and without the need for extra tools. 


Max. Spreading distance 
Min. Spreading force 
Max. Spreading force 
Max. Squeezing force 

Max. Pulling force with 
pulling attachments 

Weight 


— Greater than or equal to 650 mm 

— Not less than 40 kn 

— Not less than 300 kn 

— Not less than 60 kn 

— Not less than 80 kn 

— Not more than 22 kgs. 


Ram: 


It should be compact, powerful and ensure high performances. The equipment should allow for faster, more efficient 
tool placement. The handle shall be deadman’s type with accurate spring return to neutral position and the max. rotation 
to the right and to the left shall be less than 30°. 

The Ram shall be preferably single plunger type. It shall be a hydraulically operated device of light weight, made 
of anti corrosive high strength material capable of being lifted, and operated manually with ease. The details and design 
features of the RAM and its controls and material used for construction of its major components such as plunger, 
cylinders and other components shall be given in the offer. The RAM would be capable of spreading and pulling with 
the combination of chains. In the tool with two hose system the tool shall be supplied with connection hoses of 0.5 
long and complete with coupling, dust cap and protection springs over total length. The female coupler should be of 
automatic self-locking system type. In the case of one hose system a male connector shall be fitted to the tool to 
connect the hose. 
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The Ram shall be provided with suitable and adequate number of accessories for lifting and pulling purpose like 
chains, pulleys, extension pipes etc. The type and number of accessories that are to be provided with the Ram should be 
listed and submitted along with the offer. 

The Ram should comply with the following specifications: 


Stroke 

Length closed 
Length open 
Weight 

Max. Operating Pressure 

Max. Spreading Force, 
1st Section 

Max. Spreading Force, 
2nd Section 


— 250mm to 700 mm 

— 500 to 900 lum 

— 750 to 1500 mm 

— Less than 15 Kg. 

— 720 Bar 

— Approx. 200 Kn 

— Approx. 75 Kn 


Manual Pump : 

A suitable manual and portable pumping unit shall be provided with the tool set, which can be used to operate the 
above specified tools easily and effectively to effect rescue operations when the hydraulic pumping unit is out of service. 


(3) Pneumatic Rescue Bags (Flat Type) and its Accessories—1 Set 

1. General 

1.1. The manufacturing company of Pneumatic Lifting Bags should be certified ISO 9001 company. 

1.2. The pneumatic Lifting Bags should be portable and light-weight, and should be in set form, consisting of bags, 
hose assembles Pressure gauges, pressure. 

1.3. The Pneumatic Lifting Bags should be in single and the lifting capacities should be of 10 ton, 20 ton, 40 ton 
and 67 ton at 8-bar air pressure. The lifting capacity on higher side by 10% is allowed than the specified loads. 

1.4. The Pneumatic Lifting Bags and its accessories should comply with all the requirments stipulated under EN 
13731. The copy of the EN certificate must be enclosed with the tender. 

1.5. The Pneumatic Lifting Bags should be type tested for artificial aging, 34 bar bursting pressure, dynamic fatigue 
loading, impact test, impulse loading, drop test, piercing test and abrasion test and certificate to that effect 
should be attached with tender. 

1.6. Each Pneumatic (air) Lifting Bags should be construcfed of Kevlar reinforced nitrile rubber with 3 layers aramide 
reinforcement covering the entire top and bottom surface of each lifting bag. 

1.7. Each Pneumatic Lifting Bags should be equipped with brass valve connection 1/8" NPT internal thread and 
vulcanized into the reinforced corner of bag to which a male connector of quick connect coupling should be 
threaded in. This male connector should be replaceable if it gets damaged. 

1.8. Each Pneumatic Lifting bags should have a center mark moulded into both sides of the lifting bags to centralize 
the bags when used in multiples. It should have reflective markings on the comers for easy identification when 
operating in the dark areas. 

1.9. The lifting bags should have an inter locking non skid surface moulded into each side of the bags. A separate 
non skid ply which has been vulcanized separatly is not acceptable. 

1.10. The bags should be provided with a warning and information labels. The information and the warning labels 
must be in English language and in pictograms for clear understanding. Also it should be marked with date of 
manufacturing and serial number in such a way that they cannot be erased without damaging the surface. 
Reflective stickers should be provided on all corners of the bags and a yellow centre cross should be marked 
in the centre of the bag. 

1.11. The insertion height of deflated lifting bag should not be more than 25 mm. 
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1.12. The pneumatic Lifting Bags should have maximum working pressure of 8 bar and minimum bursting pressure 
of 32 bar. 

1.13. The air bags should be chemical and some ozone resistant with carrying straps attached to 40 and 67 ton 
bags. 

1.14. Pneumatic Lifting Bags should be able to use in a temp. Range of -30° c to +80“ c. 

1.15. Each set of air bags should be supplied with foilwing accessories 

1.16.1 Dual Dead man controller 8 bar, housed in a plastic housing with pressure gauge, pressure relief valve, and 
quick connect couplings. This controller should he suitable to inflate two bags at a time. 

1.16.2.1 Pressure regulator 200/300 bar with finger tight connector and 2 mts Hose with couplings. 

1.16.3 Inflation hoses should be polyester or thermo plastic of 10 meter length 2 Nos. in different colours with 

suitable couplings to both side to connect Dead man controller and air bags. 

2. Technical Specifications of Air Bags : 


Disciiption 

10 Ton 

Capacity 

20 Ton 

Capacity 

40 Ton 

Capacity 

67 Ton 

Capacity 

Working Pressure 

8 bar 

8 bar 

8 bar 

8 bar 

Capacity (min) 

10 ton 

20 ton 

40 ton 

67 ton 

Insertion height 

Max. 25 mm 

Max. 25 mm 

Max. 25 mm 

Max. 25 mm 

Lifting height 

Min. 200 mm 

Min. 275 mm 

Min. 400 mm 

Min. 450 mm 

Dimensions (Approx) 

500 X550 mm 

550 X650 mm 

780 X780 mm 

850X850 mm 

Weight (Approx) 

5 kgs 

8 kgs 

16 kgs 

18 kgs 

3. Lifting Height and Capacities: 


3.1 The tenderer must give the lifting capacities of each bag at various height at interval of 25 mm in numerical as 
well as graphical form along with tender. 

4. Pressure Regulator: 

4.1 The pressure Regulator should be capable of reducing the pressure form 300 bar to 8 bar. 

4.2 The pressure regulator should be provided with threaded quick connect couplings suitable to fit to normal BA 
air cylinder by hand without the use of any spanner. 

4..3 The pressure regulator should be provided with two pressure gauges of suitable capacity to show the air pressure 
in the cylinder and set pressure. 

4.4 The pressure regulator should be provided with pressure settings knob and safety valve with 2 mts. Hose with 
couplings to connect to Dual Dead man controller. 

5. Dual Deadman Controller: 

5.1 The controller should be suitable to inflate two airlifting bags at a time. 

5.2 All the air valves, pressure gauges, pressure relief valve, safety valve should be housed in a ergonomically 
designed plastic housing. 

5.3 Each control lever should be dead man type and should be capable of being raised held and lowered by means 
of control lever. 

5.4 The Pressure gauge should be provided for individual air outlet line with a Red line set at a 8 bar. 

6. Hoses'. 

6.1 All the hoses should be equipped with a quick connect/disconnecting male and female couplings, compatible 
with entire air lifting bag system. 

6.2 The hoses should be minimun working pressure of 16 bar and should be capable of using temp range of -40“ c 
to + 80“c. 

6.3 The hoses should be either of polyester or thermo plastic material. 

6.4 The hoses should be resistant to Ultra Violet Light, change of colour stress or cracking. 

6.5 Two shut off hoses with built in safety valve should be provided to release the pressure between 8.5 bar 
and 10 bar. 
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7. One set of 

airbags will comprise of the following :— 


SI. 

No. 

Description 

Quantity 

1 

Lifting Bag 10 tons capacity 

1 No. 

2 

Lifting Bag 20 tons capacity 

1 No. 

3 

Lifting Bag 40 tons capacity 

1 No. 

4 

Lifting Bag 67 tons capacity 

1 No. 

6 

Dual Controller with pressure gauges 

1 No. 

7 

Air Hose 5 Mtrs. with couplings 

2 Nos. 

8 

Air Hose 10 Mts. with couplings 

2 Nos. 

9 

Single control Unit 

4 Nos. 

10 

Shut off hose with safety valve 

4 Nos. 

11 

Connection piece to connect two air cylinder 

2 Nos. 


(8) Operation and Maintenance Manual: The manufacturer should supply operation and luaintenance manual 
with each set in English language. 

(9) Guarantee'. The manufacturer should be give the guarantee of min. 12 calendar months from the date of 
supply of goods against any luanufacturing defects. 

4. OXY-Acetyline Cutting Set—1 No. 

Complete with 5 1 cylinders or equivalent and 10 m. lengths of tubing, portable or trolley mounted 


Oxygen cylinder, spare 1 No. 

Gauges for oxy-acetylene cutting plan spare 1 No. 

Leather gloves 2 pairs 

Goggles dark glasses 4 pairs 


5. Aska - Inflatoble Lighting Tower—1 No. 

6. Exhaust Blower Set -Electrical—1 No. 

Exhaust pipe-300 mm, 100 mm dia, flexible of 5 meter long each with a reducer attachment from 300 mm to 100 mm. 
Motor 0.75 HP 2200 RPM,single phase, 230 volt. It should work on both side one for throwing Air out & other 
is for sucking the Air in from out side. Flexible pipe should be foldable type with wire core made from abrasion 
resistant material. The close size 1 meter max. and the extended size shall not be less than 5 meter. Preferably 
yellow or any other bright colour. 

7. Exhaust hlower with spiral duct petrol driven —1 No. 

Engine. 4Hp- 4 Stock, 2500-3000 rpm. 

Air Flow 4500-4750 CFM, Size 400 x 500 x 600 (Max). 

Spiral Duct: Length-20mtr (Min), Shall be durable, long lasting with adaptor for attaching to the machine, on 
either the positive pressure or negative pressure end. 
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Spades (see IS 2238 : 1979) 2 Nos. 

Shovel {See IS 274 (Part I and 2): 1981] 2 Nos. 

Picks, with handle (see IS 273: 1973) 2 Nos. 

Axes: felling (see IS 703: 1966) 2 Nos. 

Crow bars, 1 m long (see IS 704: 1968) 2 Nos. 

Crow bars, 1.5 m long (see IS 704:1968) 1 No. 

Sledge hammer 10 kg (see IS 841: 1968) 1 No. 

Hammer, 5 kg (see IS 841: 1968) 1 No. 

Rake, 3 prong (see IS 5991: 1971) 1 No. 

Rubber, gloves tested to 25000 volts (see IS 4770: 1968) 2 Pah- 

Shears, bolt cropper, large with handle, 900 mm 2 Pah- 

Shear, bolt cropper, small with handle 600 mm 2 Pah- 

Fire mans Axe with carrying pouch 2 Nos. 

Cieling Hook with insulated (Fibre) Pole -3 Meter. 1 No. 


9. Breathing apparatus set - 4 Set with 1 Spare Cylinder Each 


SI. No. 

Details 

Description 

(1) 

(2) 

( 3 ) 

1 

General 



requirements: • The set shall be self-contained open circuit type compressed air breathing apparatus set 

fully confirming to EN-137 CLASS II standards. 


• The BA set shall contained air cylinder, back plate, face mask lung demand regulator, 
pressure reducing valve, hose, electronic signaling and warning whistle unit and must be 
facilitated with buddy breathing system. 


• The compressed air breathing apparatus shall be so designed that it should operate in any 
harsh environment and must be capable to withstand the rough use of fire brigade. Also 
the wearer could breathe comfortably, without any risk of poisonous of gas entering the 
breathing circuit. 


• The maximum duration of the use of set shall not be less than 45 minutes. 


2 Air 

Cylinder 


• The main valve of the air cylinder shall be arranged that it can be operated in the worn 
position by the wearer. 

• The weight of set should be minimum as far as possible, in no way the Gross weight of 
the BA Set with face mask and fully charged compressed air cylinder shall not exceed 12 kg . 

• The cylinder of the set shall be approved PESO India/CCOE approved and certificate to 
the effect shall be submitted along with the tender. 

• The air cylinder shall have a minimum water capacity of 6/6.6 liters and free air capacity 
of minimum 1800 liters when filled af a pressure of 300 bar. 

• The working pressure of the cylinder shall not be less than 300 Bar and the 

• The cylinder of the set should be made of light weight composite cylinders with 
aluminum liners wrapped in carbon fiber with a glass over wrap and surface should be 
resin finished. 


• The cylinder should be marked with photo luminescent strip for following the BA set 
wearere. 
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(1) 

(2) 

(3) 


3 


4 


5 


6 


7 


• The cylinder shall be supplied with valve made of nickel plated brass and shall comply 
with EN 144 II. A test certificate from an authorized test lab should be produced. 

• The design of the valve shall be such that it shall be protected against blockage and 
shall avoid transmission of particulate matter that may be contained in the compressed air. 

• The design of the valve should be such that it should be located in such a way that it 
cannot be closed advertently during the use. 

• The face mask shall have double reflex sealing, speech diaphragm, inner mask, neck, 
strap five finger head band with push-in type connection lung demand valve. 

• The side sealing of the face mask shall be gas tight and shall be possible to fit the face 
mask on almost all face counters. 

• The visor fitted on the face mask shall be made from scratch proof poly carbonate with 
maximum view to the wearer and shall have demisting characteristics. 

• It should have the approval of the latest EN 136 Clause 3 and should have EC mark of 
conformity. 

• The face mask shall be made from silicone rubber. 

• The set shall be supplied with a small, light sturdy and encapsulated, high air delivery 
Pressure reducer valve which directly be fitted to the cylinder valve assembly. 

• The pressure reduce valve shall reduce the pressure from 300 Bar to 8-10 Bar. 

• The pressure reducer valve shall have a high pressure outlet and low Pressure outlet with 
warning whistle. 

• The high pressure outlet shall be connected to electronic signaling and warning unit and 
the low pressure outlet shall be connected to Lung Demand Valve. 

• The pressure reducer valve shall have a provision of safety pressure Relief valve. 

• The pressure reducer valve shall comply with the entire safety requirement stipulated 
under EN-137. The pressure reducer should provide upto 1000 LPM flow of air. 

• High and low pressure hose shall be made from the neoprene and natural rubber and shall 
instant the respective pressure. 

• The set shall be provided with plug-in quick removable type lung demand valve with a 
rubber hose having a quick connect coupling connected to the low pressure side of 
pressure reducing valve. The LDV should be connected from the front side of the mask. 
The LDV should be a balanced piston design offering stability, quick operation & first 
breath activated with a centrally located switch off button & tough wrap around silicone 

cover incorporated in an elegant streamlined shape for easy handling - even when 
wearing gloves. 

• Lung demand valve retainer should be provided on waist-belt to plug in the demand valve 
when not being used to prevent dust & other particles entering the valve. 

• Flame Retardant To NFPA (Self Extinguishing 1000 Degree Centigrade 10 Second). 
Intrinsically safe certified. 

• The warning unit should have pneumatic whistle of 90 Decibels sound Intensity. 

• The warning unit should give warning whistle audible 10 minutes before the nominal 
duration of the set or the pressure in the cylinder falls to + 55 bars. 

• The cover of the lung demand valve shall be made from silicon. 

Back Plate • The back plate of BA set shall be glass fiber reinforce polyamide to withstand high heat 
and flames and automatically shaped to give a comfortable distribution of masses & 
remain steady on the user’s back even when crouching or crawling. It should have 
soft padded harness made of flame retardant fabric. Extra secure fasteners are made for 
quick on and off and should be aramid blend material for extra durability. 
The backplate should be approved to EN 137 class H and CE marked and designed to 
accept cylinder having diameter from 110 mm to 170mm. Strong Carrying handle should be 
provided. 

• Cylinder strap should be made of heat resistant material and should be capable of 
accommodating cylinders of different diameters. The strap should have quick release 
coupling for changing cylinder. 


Cylinder 

valve 


Full face 
Mask 


Pressure 

reducer 


Lung 

demand 

valve 
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(1) (2) 


(3) 


8 Warning 
Whistle 


9 Harness 


10 Integrated 
Pressure 
Gauge 


11 Carrying 
Case 


12 Instruction 
Book 

13 Spares 

14 AMC 

15 Warranty 

16 Marking 


• Low Pressure Warning Whistle: BA set must be provided with low pressure warning 
whistle, which shall operate automatically, when cylinder pressure drops to a 
predetermined pressure (i.e. air in the cylnder is left for 10 minutes at the rate of 40 liters/ 
minute) for safety margins. It should not be externally adjustable, and the consumption air 
by warning whistle should not exceed 5 liters/ minute. It should be positioned at left 
shoulder for easy hearing and should not produce sound less that 90 db. 

• The padded harness should be fire resistance, should not deteriorate or shrink in contact 
with water/moisture/water miscible substances or on contact with oil grease etc., and also 
provide resistance to chemicals, it neither should not built up static electricity nor should 
retain static charge. It should be fully adjustable to be worn by a fireman having variation 
in height and waist size. The design should be such that wearer could don the apparatus 
quickly without the aid of another including the chest and hip strap, if provided should be 
easily distinguishable by touch. The method of fastening should be of similar and also 
the adjustment. The buckles provided should be quick release type. The light weight 
ebbing harness ensures optimal load distribution balance comfort and reduced wearer 
faligue. 

• Water proof pressure gauge having luminous dial reading upto 400 bars should be 
positioned in such a way that it can be read by BA wearer conveniently. It should be 
mounted in stainless steel case having corrosion resistance and protected by rubber cover. 
Gauge dial should be photo luminescent and shatter proof poly carbonate glass. It should 
be mounted on left shoulder. The dial must be marked red to indicate low pressure in the 
cylinder, in addition to warning whistle set to operate at a pressure when it is left with a 
10 minutes air in the cylinder. It should be protected by safety device including restriction 
valve that will limit the loss of air in event of damage of pressure gauge to 10 liters/ 
minute maximum. 

• A strong carrying case to store complete assembled BA set along with BA cylinder should 
be provided. It should, be designed in such a way that all parts of the assembled set 
could be placed in its proper position. 

• A black colour plastic bag to avoid deterioration due to the effect of ultra violet light and 
also to prevent mask being contaminated by oil, fuel, dust etc. It will be used to cover the 
face mask and then store it in the carrying case. 

• An instruction book in English, for the guidance of the user including both operating and 
normal maintenance procedure must be supplied. The book must include an remized 
and illustrated spare parts list, giving reference numbers to all parts. 

• Supplier shall ensure availability and supply of fast moving spares at short notice 
for at least five years. The supplier shall provide a price list of such spares along with 
commercial bid. 

• The company should provide AMC for 5 years. 

• The company should provide warranty for a minimum period of one year. 

• The trade mark of manufactures identification shall be marked on the face mask demand 
valve, pressure reducer and back place. The serial number of the set and the date of 
manufacturing shall be marked on the back plate. 


its 


10. Underwater Breathing Apparatus set—1 Set 

The Self-Contained Underwater Breathing Apparatus (SCUBA) proposed is for carrying out under 
diving. The complete set is certified to EN 250. 

General 

The apparatus should be rugged, lightweight suitable for carrying by a single person. The set should have 
standard and optional equipments and should comprise of following. 

(a) Compressed air cylinder pack —2 cylinders with one cylinder valve. Robust design suitable for 
demanding environments. 

• Perfectly balanced under water 

• Low profile allows for safer access to confined spaces minimized resistance in current water. 

• The regulator position simplified cylinder valve handling and the carrying handle protects the regular. 
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(b) Full Face mask with breathing/demand valve balanced positive pressure with low volume visor 
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The Full Face Mask consists of a balanced breathing valve with high air flow capacity and low 
breathing resistance. The Breathing Valve is available with safety pressure for diving in contaminated 
water. 

• The low volume visor reduce the positive buoyancy generated from air inside the mask. Low volume 
“dead space” reduces re-inhalation of C02. 

• The Full Face Mask is very easy to drain from water fdling, simply press one button and hold the lower 
part of the face mask our from the face. 

• The mask is equipped with retainers spectacle inserts and it is prepared for underwater communication. 
The communication capabilities are enhanced by the airflow design that considerably reduces turbulence 
noise. 

(c) A regulator unit with reserve air valve with Pressure indicating guage. 

Regulators have extremely high flow capacity. Their design ensures that the intermediate pressure leading 
to the breathing valve is stable and is not affected by pressure variations in the air supply of the 
depth of the dive. Both regulators have convenient air supply connections for buoyancy compensating 
jacket, dry suit and Octopus breathing valve. 

• Chest mounted reserve valve and surface supply connection. 

• Approved for use in cold water. 

• The function of the reserve valve can be checked pre-dive. 

• The reserve valve is self-resetting at pressure above, 100 bar (1450 psi) 

(d) Buoyancy Compensating Device 

• The Primary design of BCD Harness allows a diver to maintain natural buoyancy through out the dive. 
The BCD Harness is portable and can be slipped on the cylinder pack with ease in a moments notice. 

• The BCD Harness ensures that negative buoyancy of Steel .Cylinder Pack is over come with out the 
compulsory use of fixed buoyancy devices like neoprene suits etc which provide fixed positive buoyancy 
and hence are of little use at deeper depth. 

• The BCD Harness system also provides the Divers and nearby divers an Emergency Air Source of 
supply as the Divers can breathe from the BCD itself In addition it also acts as a life jacket/flotation 
device on surface for the Divers waiting for pick up/unconscious on surface. 

Dimensions: 


01 

Nominal capacity of set 

8-10 liters. 

02 

Charging pressure 

200- 300 bars. 

03 

Capacity of set after charging 

At least 2400 liters. 

M 

Weight of set 

Not more than 24 kgs. 


(a) The set to have wide vision full-face mask. The 5 head straps provided should from an effective seal on to 
the face. 

(b) Re-breathing of carbon dioxide enriched exhaled air must be elimenated and breathing resistance must be as low 
as possible whilst the equipment must have sufficient capacity 

(d) As far as possible the set should be designed for use in temperatures range of minus 10 degree Celsius to 50 
degree Celsius. 

(e) The set should withstand sea state up to 5. 

Documents: 

The following documents are to be provided: 

(a) General arrangement drawing giving overall and all-important dimensions and with sufficient details so that all 
standard equipment can be identified. 

(b) Operational Manual giving details of maintenance and repair instructions. 

(c) Test report, if any along with inspection certificate. 
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(1) Manufactured from durable synthetic material in bright orange colour which requires no maintenance. 

(2) Totally moisture proof and non-inflammable. 

(3) High glow reflective material identifies victims in distress. 

(4) Internal diameter—43 cm, Outer diameter-72 cm, Width - 11 cm, Floatability -17.5 Kg, Weight—Not less 
than 4 Kg. 

5 Approved and Stamped by Indian Register of shipping (IRS). 

12. Life jacket —5 Nos. 

(1) Made up of light visibility, nylon orange cloth filled with high Quality soft Polyethylene foam. 

(2) Jacket to be provided with plastic quick lock buckle and welcro for tightening. 

(3) Jacket to be attached with a whistle and soles approved retro reflection tape stitched at visible locations. 

(4) Size of jacket is 68 cm x 37 cm x 10 cm. 

(5) Number of floating pads—4 Numbers at front side and 2 Numbers at back side with neck support. 

(6) Approximate weight 750 gms. 

(7) The light of the Life Jacket is integrated with Lithium Battery. 

(8) Approval Indian Register (IRS) of shipping approval. 

13. Chain Saw Electric—2 Nos. 

Electric Powered Chain Saw Small 
Power Input: 2100W 
Chain Bar Length: 400 mm 

Chain Pitch: 3/8" (With 3 Spare Chains) 

Chain Speed: 12.00 m/s 
Cable Length : 2.5 meter 
Chain Gauge 1.3 mm 
Weight : Not more than 5 Kg. 

14. Chain Saw Petrol Operated Stihl MS381—1 No. 

15. Concrete Cutter Petrol Operated Stihl MS400 —1 No. 

16. Portable Drilling Machine (Rottary Hammer—1 No. 

With 3 mtr. long electrical cable with plug. 

Drilling Dia.- Concrete: 26 mm. Steel 13 mm. 

Weight Less than 3 Kg. 

Should be supplied along with different size Drill Bits, Adaptor, Chuck, Accessories. Manuals etc. 

17. Multi Gas Detector—I No. 

1. General 

(a) This specification covers the requirement of an electronic portable 5-gas detector that simultaneously and 
continuously measures the combustible gases, oxygen and toxic gases in the ambient air. When the gas 
concentration exceeds the preset alarm level, it must provide both audible and visual alarms to the user. It 
shall be capable of detecting the following gases. 
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(i) Explosive gases-0 to 100% LEE using catalytic Ex sensor with 1% resolution. 

(ii) Carbon Monoxide-0 to 1000 ppm using electrochemical sensor with 1 ppm resolution. 

(iii) Hydrogen Sulphide-0 to 100 ppm using electrochemical sensor with 0.1 ppm resolution 

(iv) Oxygen-0 to 25 Vol. % using electrochemical sensor with 0.1 % resolution 

(v) Sulphur dioxide-0.1 to 100 ppm with 0 .1 ppm resolution. 

(b) This detector must have gas sensors that are intelligent and have interchangeable capability that allows you to 
add or switch to a different gas sensor at a later time. 

2. Description 

(a) The gas detector must be portable and include rechargeable interchangeable Lithium-ion and alkaline battery 
packs. It shall come with the following accessories; 

(i) Universal battery charging set, comprising of the charging module and the single charger 

(ii) Special antistatic sampling hose of up to 3 meters in length with filter for water and dust integrated in the 
external pump. 

(iii) Flexible goose neck probe for leak detection. 

(iv) Leather carrying case for portable gas detector. 

(v) Carrying case for keeping and transporting with pre-cut foam 

(b) The portable gas detector shall be fully equipped with all the sensors to detect all 5 gases at the same time. It 
shall come with an external pump (hose with up to 20 meters length) and it should be robust and comfortable 
for the users; 

(c) The portable gas detector must have the following sensor combination that allows for future upgrade: 

(i) One channel with one Catalytic Ex sensor 

(ii) Three channels for electrochemical sensors that can detect any of the following gases; 

3. Technical requirement 

(a) The portable gas detector shall be equipped with an external sampling pump, which is capable of drawing the 
gas to be measured through a hose length of up to 20 m/65.6 ft in depth. Warning should be provided when 
blockage by water, dust or foreign particles while sampling. 

(b) The digital display shall be in liquid crystal display and it should show simultaneously the gas being measured, 
real time gas concentration, the measuring units, gas alarm status and low battery status. 

(c) The portable gas detector shall be capable of performing on board diagnostic continuously and automatically to 
ensure fail safe operation. If a failure should occur with the electronics, the battery or the gas sensors, the user 
must be infomed immediately with a clear fault alarm and indication on the display. 

(d) The acoustic alarm shall be that of a multi-frequency tone alarm with volume that shall exceed 90dB A at a 
distance of 30 cm from the instrument. The optical alarm shall be bright and visible i.e. 180 -e. 

(e) The instrument housing shall be made durable with an integrated rubber boot for accidental dropping from a 
height of 1 meter. 

(f) The portable gas detector shall be suitable for used in environmental condition with temperature ranging from 
-20 -e C to 50 -e C and relative humidity ranging from 10 - 95% non-condensing. 

(g) The protection class for dust and water ingress must be IP67. 

(h) The portable instrument shall come equipped with a data logger that has a storage capacity 
of recording approx. 1000 hours based on a one minute interval. The storage interval of 1/10/30 sec. or 1/2/5/10/ 
30 min. can be selected by the user. The data in the instrument shall be transmitted to a PC by an Infrared 
interface and can be evaluated by a software program. 
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(i) The portable gas detector shall be powered by a rechargeable battery pack that is capable of providing upto 
12 hours. The max. operation time of the external pump shall be upto 30 hours. 

(j) Each portable gas detector shall be provided with a single universal battery charging set. 

(k) The portable gas detector must carry international standards such as those from Europe and the United States 
of America: 

All certificates shall be attached 

(l) A list of equipment and materials with detail technical information and their unit prices, required for the 
calibration of the portable gas detector shall be submitted. 

(m) All additional accessories required for operations for the portable gas detector must be stated and the cost each 
of every accessory must be provided accordingly. 

4. Instruction and Service Manual 

Comprehensive and easy to read manuals shall be provided with the portable gas detector. 

(a) An instruction manual which cover the description and the operational procedure for the user. 

(b) A technical handbook which cover the specifications, calibration procedures and the maintenance procedures. 

(c) A list of the consumable parts. 

(d) Calibration should be done Free of cost within the warranty period. 

(e) The Multi Gas Detector should have a minimum warranty of Five years. 

18. Retro Reflective Traficcone — 4 Nos. 

19. Folding Stretcher—1 No. 

20. First Aid Box—1 No. 

21. Safety Belt—3 Nos. 

(1) It should be of full body harness in catchy colours of green and black. 

(2) It should be equipped with unique features that provide full comfort and ergonomics to the wearer. 

(3) It should withstand the highest of safety standards as laid out in European Norms and CE certified. 

(4) Attachment elements such as 1 Dorsal D ring for fall arrest. Ventral D ring at waist level in front for 
rope access and 2 lateral D rings at waist level on the sides for work positioning shall be provided. 

(5) It shall be provided with adjustable shoulder, thigh-strap and waist belt. 

(6) It shall have an ideal combination of fall arrest. Rescue and Rope access application. 

(7) It shall conform to EN 361 : 2002, EN 358 2000 & EN 813. 

(8) There shall be Karabiner at front of harness which enables the wearer to easily wear or remove the 
harness by detaching the shoulder strap. 

(9) Warranty of Minimum 2 years shall be provided. 

22. Kernmantle Rope 

100 ft long 16 mm dia BOB rope — 2 lengths 

40 ft long 12 mm dia BOB lashing lines — 2 lengths 

20 ft long 10 mm dia BOB rope — 2 lengths 

23. Wire Rope 

50 ft long 5/8” dia wire rope with suitable D-Shackle attachment (2 Nos.)—1 Length 
20 ft long 5/8” dia wire rope with suitable D-Shackle attachment (2 Nos.)—2 Length 

24. Wire Reel 30 Meter—2 Nos. 

3 Core 4 mm2 with water proof high quality Sockets shall be handled and operated easily. With the exception of the 
coated steel carrying frame all other parts of the reel are made of frame. The cable is fitted with an all rubber 3-pole male 
CEE plug 3 female sockets 16A 230 Volt I-phase current. 
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2 Amperage —16 Amp. Min. Voltage—220 - 230 V. Single phase with minimum 30 m cord cable, electric fuse 
attachment facility, atleast three universal sockets. 

26. Halegon Flood Light System —1 No. 

2000 watt works on 230 volt AC. Suitable for connection to the electrical mains or a portable generator. Dust-and 
water resistant as per IP 56. Each set consists of: Two Halogen floodlights 1000 watt each, for 230 volt I-phase current. 
Two fixing handles with adapter bridge. One tripod, extendable upto 1500 mm. One cable reel with 30m of cable, including 
plug and socket with 2 spare Halogen lamps, 1000 watts. 

27. Led Re-chargeable Head Light—5 Nos. 

The head lamp shall be made from impact resistance housing, unbreakable polycarbonate lens, ‘O’ ring sealed, 
water resistant. The light capacity of 1 watt, super high flux LED of 34 Lumens, min. run 7 time 10 hrs. The head strap 
shall be made from elastic or rubber and suitable for fireman helmet. It shall have operate on AA alkaline battery. The 
weight of device shall not be more than 250 gms. The unit should be Class 1 Div. 1 hazardous location approved. 
Orange or yellow colour, CE approved Stream light. Pelican, wolf, make or equivalent. 

28. Led Re-chargeable Torch—2 Nos. 

Rechargeable battery of Lead Acid type having 4 AH capacity. High intensity halogen 4 watt bulb, 150 lumens. 
Made from High Impact ABS Thermoplastic housing, with rubberized impact bumpers, and scratched resistant lens 
cushion grip handle & hook for attaching to the belt, upto 3hrs. Continuous run time, ATEX or FM approved and approx. 
Weight 1.5 kg with AC & DC Charger with mounted Rack and shoulder strap. Orange or yellow colour. Stream light. 
Pelican, wolf make or equivalent. 

28. Engineers Tool Kit—1 No. 

Mechanical Tools: Double End spanner set 6 mm to 36 mm. Ring spanner set 6 mm to 36 mm. Box spanner set 
6 mm to 36 mm with Ratchet, T- bar and Extension Rods etc., 

Allen Key Set, Insulated plier 8" Screw Driver with insulated handle, flat/Square tip of different sizes, VISE GRIP 
PLIER: Size - 10" length Should have teeth on both jaws Made of forged steel. Cold Chisel, Adjustable Wrench 12” & 
24" etc. 


Shall be quality products and arranged in a Carry box properly. 

29. Salvage Sheet—12 x 12 Feet No. 

Heavy grade Salvage Sheets suitable for more rugged purposes. 

Ready to use eyelets are spaced at one meter intervels in the reinforced hems and all four corner eyelets are 
reinforced by a comer patch. 

UV protected, rot proof, flexible and easy to handle. 100% waterproof, 100% rot proof 
Material should satisfy relevant standards like BS 3566: 1982 

30. Fire Entry Suit—2 Nos. 

Specifications 


General Description: These shall be used for entry into extreme heat and situations requiring protection from 
total flame engulfment. Highly insulated Fire Entry suits worn by personnel in preparation for possible fire eraption in the 
immediate work area or for stand by operations should a rescue or evasive action require passage through a fire zone. 

Material: Not less than 7 layer construction includes: Aluminized outer shell, 1-inch fibreglass insulation, 
aluminized vapour barrier, flame-resistant cotton lining. It shall be made of zetexWermiculite or equivilent. 

Temperature Rating: Short duration ambient heat of 1500° F (815°C), total flame of 2000° F (1093“C). Radiant heat 
to 3000° F. 


Construction: 

A. Hood'. Designed for use with an air mask. Built-in shell for stmctural support. Inner drape seals and underarm 
adjustment straps. Ratchet-adjustable hard cap with speedy clip for support. Hardened aluminium window frame with two 
suitable plated tempered glass lenses backed by two additional lenses for thermal protection. 

B. Coat'. Double storm fly front. Flame seal with drawstring at coat bottom. 
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C. Pants'. High waist with 2" wide adjustable suspenders and adjustment straps on leg bottoms. 
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D. Boots'. Designed to fit over work shoes. Rear entry with overlap snap enclosure and adjustable take-up straps. 
Boot sole made from 2" of layered insulation, flame retardant cotton lining, aluminium foil, and wire-reinforced, flame- 
retardant neoprene fibreglass. 

E Mitts'. Heavy construction; made with fabric. Aluminized outer layer. 

E Size and Weight: Suit One size fits all. Approximate weight: Not more than 26 Kg. 

The Suit shall comply NFPA 701 requirements or equivalent and meets the following requirements: 

• EN 532:1992 Limited Flame Spread 

• EN 367:1992 Convective Heat 

• EN 366: 1993 Method B Radiant Heat 

• EN 407: 2004 Molten Metal Splash 
31. Chemical Suit—2 Nos. 

Technical requirements,. —The required TYPE 1 gas tight chemical protective suits shall be used during work in 
incidents where there are chemical substances/gases leakage. 

(1) The Gas tight should be fully encapsulating Type 1/leveI A gas tight suit covering both the wearer and the 
breathing apparatus. 

(2) It should have the latest technology in both fabric and suit design and should be compatible with any 
manufacturer’s breathing apparatus. 

(3) The suit shall be gas tight and approved as per EN 943-2 Type la-Reusable. 

(4) For emergency team the fabric of the suit should be of HIGHVISIBLF color HIGH PERFORMANCE 
CHEMICAL BARRIER material which is puncture resistant high strength, high tear resistant and 100% non woven and 
should be CE marked to the latest standard EN 943- 2, Protective clothing against liquid and gaseous chemicals, including 
liquid aerosols and solid particles. Performance requirement for “gas - tight” Type 1. 

(5) The suit shall be light weight and flexible multi layer high performance chemical barrier fabric. 

(6) The suit shall have wide chemically resistant and mechanically strong visor providing clear undistorted vision. 

(7) The suit should be sewn and double taped for maximum performance with adjustable internal support belt and 
“Bat-Wing” sleeves for providing ease of movement within the suit allowing the wearer to withdraw his arm to attend to 
his breathing apparatus and give optimal wearer comfort along with the replaceable dual glove system. 

(8) The suit should be fitted with detachable/replaceable chemically resistant safety boots with steel toecap and 
midsole. The boots should be certified to EN-ISO 20345-1, EN 20345 -1, EN 13287, EN 943-2, EN 13832 and NFPA 1991 & 
EN 20345-1S5 or equivalent. 

(9) The main features of the boots to include. Minimum 200 Joule Steel Toecap. Slip resistant Sole. Injection 
moulded seamless construction. Non absorbent polyester lining, Kick off lug for easy removal, Energy absorbing Tunnel 
System, Stainless steel midsole. Shall be oil resistant Rubber out sole for superior grip. Hygro exothermic insole for 
maximum wearer comfort Antistatic. 

(10) The suit should be one piece protective suit with sewn seams taped on both inside and outside. 

(11) The suit should include a back pod to accommodate the wearing of self contained breathing apparatus [SCBA]. 

(12) The suit shall have double glazed anti mist visor giving clear undistorted vision. The mechanical strength of 
the visor conforms to EN 146: 1991 or equivalent. Resists chemical permeation for the substances listed in the European 
Standard EN 943-2:2002 for more than 480 minutes. 

(13) The suit should have two exhale valves to the rear of the hood to ensure the pressure within the suit does not 
exceed 4mbar. 

(14) The suit should have heavy duty gas tight zip fitted to right hand side of suit, closing at bottom shrouded by 
double outer storm flaps with a Velero closure. 
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(15) The suit shall have five fingered dual gloves assembly comprising lined Neoprene outer gloves providing a 
high level of mechanical strength with bonded silver shield chemical barrier laminate gloves on the inside with the locking 
cuff mechanism allowing the replacement of the gloves. 

(16) The suit should have internal fitting adjustable internal support belt to enable wearers of varying sizes to 
comfortably use the suit and two blank external fittings for waist belt support. 

(17) The suit shall have manufacturing, design and all-quality procedures should be pretested in excess of 
European Standard requirements. 

(18) Every suit shall be accompanied with the hard box/case made of PVC or other similar material of suitable sizes, 
as to secure the proper handling and storing, grease for the zipper, a users manual for storing. Maintaining and repairing 
in English language. 

(19) The temperature range of the fabric should be-70 degree centigrade to 90 degree centigrade. . 

(20) The fabric should not brittle or fracture after immersion in liquid nitrogen [-196° C ] for 1 hour. 

(21) The breakthrough time in Chlorine Gas and Liquid should be above 480 min. 

(22) The suit shall be of reputed make such as MSA, AUER, RESPIRAX, DRAGGER. TRIELLBORG. 

(23) All relevant certificates shall be furnished along with the product. 

32. Rubber Dingby with OB Engine—1 No. 

Inflatable Boat : 

(1) The boat shall be inflatable with air pressure by foot pump and Electric pump (12 Volts DC/230Volt AC Supply) 
along with necessary accessories. 

(2) The boat shall be suitable for 7-10 (Seven to ten) persons, or for 2000 lbs/1000 Kgs weight. 

(3) The boat shall have reinforced strips under air chamber and keep rubbing strake for extra strength, under the 
main air chamber. 

(4) The design of the boat shall be such that it shall have minimum four separate air chambers. Out of which three 

air chambers shall be in main hull, and fourth air chamber shall be in the inflatable keel, the hull, air tubes 

(Chambers), Keels shall be made from Hyplon with 1670 DENI the fabric to carry an approval of BSMA 
(British standard manufacture association) 16 or IMO (International Maritime Organization) ESA (Life Saving 
Appliance) regulation or equivalent. 

(5) The boat shall be provided with plastic coated Transom to form a water proof cocoon. 

(6) The exterior size of the boat shall be min. 4200mm x 1800mm 

(7) The interior size of the boat shall be min. 2925mm x 1000mm 

(8) The deflated size hull shall be approx. 1150x650x350mm and floor board shall be 775 x 950 x 150mm 

(9) The boat shall have four chambers situated at Port, Starboard, Bow and Keel. 

(10) The diameter of the tube shall be minimum 19". 

(11) There shall be inflatable keel of 7" diameter for stability in sea and swift water rescue. 

(12) The seams of the boat shall be quadruple overlap. 

(13) The air valves shall be one way type of approved type and make. 

(14) There shall be 5/8" grab line along sides for safety. 

(15) The weight of boat without floor board & OBM shall not be more than 187 lbs. 

(16) The floor board shall be inter-locking type of polyethylene materials/marine plywood with fibre glass reinforced 
plastic coating with carry bag. 

(17) The boat shall have round/conical pontoons for rapid planning. 

(18) There shall have built in oarloks for easy rowing. There shall be two stainless steel “D” rings for Rowing. 

(19) The boat shall have four carrying handles and front lifting handle. 

(20) There shall be strake around hull and under keel for extra protection. 
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(21) There shall be two layers of material on lower tubes for better abrasion and puncture resistance. 

(22) There shall be two self bailing drain valves. 

(23) The design of the hull shall be wide beam type for better stability. 

(24) The boat shall be supplied with carrying bag. 

(25) The boat shall be supplied with Bow storage bag and repair kit. 

(26) The boat shall have quick attachment for OBM. 

(27) There shall be two paddle provided for emergency rowing. 

Accessories :— 

Foot Pump—2 Nos. 

Electric Pump with necessary accessories—1 No. 

Floor board—1 set 

Paddle of aluminium handle and moulded plastic blades—2 Nos. 

Anchor with rope—1 No. 

Repair Kit consists: Rubber Patches—10 Nos. Adhesive — Vi Kg, Roughtening Tools—2 Nos. 

(28) The items to be new, unused and suiting to latest design and relevant specifications. 

(29) The drawing, design, manufacturing materials and the manufacturing firms to be approved by LRS/IRS 
(Liyod’s Register of shipping/ Indian Registered of Shipping). 

(30) Approved drawing of general arrangement of boat must be enclosed with tender. 

Out Board Engine (25HP) 

(1) The boat shall be provided with outboard motor which can be quickly attached whenever required. 

(2) The engine of the out board motor gasoline engine of reputed brand (Honda/Suzuki/Yamaha). 

(3) The capacity of OBM should be 25 HP ,4 Stroke and will run with Gasoline (Petrol) 

(4) The RPM of the engine shall be 5000-6000 or as per IRS/LRSI approval. 

(5) The engine cooling system shall be water cooled type 

(6) The Exhaust system shall through prop. Shaft. 

(7) The lubrication system shall be manual type or Better. 

(8) The engine and drive line shall be fitted in enclosed housing to protect from Sea/River/Canal water. 

33. LEAKAGE ARRESTER KIT—I No. 

1. Bandage Set Pneumatic Leak Seal 

Hazmat Pneumatic leak sealing bandages set. 

This shall be pneumatically operated bandage which will first arrest the leak using ratchet and belt 
arrangement after wrapping arrangement and then by inflation of the bandage. 

(a) Two bag shall be supplied in the set for use in pipes with diameter 5-48cm. 

(b) The sizes of the bags shall be minimum 98 x 21 cm and 177 x 21 cm respectively. 

(c) Sealing area shall be minimum 19cm wide. 

(d) Belt shall be fitted directly on the bag with ratchet. 

(e) It shall be able to withstand a counter pressure upto 1.4 bar. 

(t) The set shall be supplied with inflation hoses 1.5 bar - controllers 1.5 bar and 
foot-pump for inflation. 

The leak sealing system shall comply with the following regulations in their standard design. 

(a) Machinery directive 89/392/EEC as amended by directives 91/368/EEC-99/44/EEC 94/68/EEC. 

(b) EN 292 Part 1/2. 
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The material of eonstruction of the bag shall have exeellent abrasion resistanee good dieleetric properties - 
resistance to acids - resistance to solvents like aliphatic hydrocarbons - aromatic hydrocarbons - oxygenic solvents - 
paint solvents. It shall also have resistance to swelling in lubricant oils, mineral oils and fuels - ozone -sunlight heat and 
aging - heat aging - flames high temperatures and cold. 

2. Bag Hazmat Pneumatic Leak Seal 

Hazmat Pneumatic Leak Sealing Bag with guiding loops. 

(a) This shall be capable of sealing hazardous material leaks from containers with minimum diameter of 50cm. 

(b) This shall able to withstand a counter pressure. 

(c) The sealing are a shall be upto 50cm x 30cm. 

(d) Heavy duty acid protection cover shall be supplied along with. 

(e) The loops shall be able to turn upto 45 degrees. 

The leak sealing bag shall be supplied as full set in a transparent case. Minimum following items shall be there 
in the set. 

(a) Foot pump with safety valve (1.5 bar)—1 No. 

(b) Inflation hose 1.5 bar - 10 meter blue colour with necessary quick coupling —1 No. 

(c) Acid protection cover PVC yellow—1 No. 

(d) 2 Nos. Sealing plates 60 x 30 x 3 cm. 

(e) I No Sealing plates 100 x 30 x 3 cm. 

(1) 4 Nos. tension and extension belts with ratchet - 10 meter - orange and blue. 

The leak sealing system shall comply with the following regulations in their standard design. 

(a) Machine directive 89/392/EEC as amended by directives 91/368/ EEC-99/44/EEC - 94/68 EEC. 

(b) EN 292 Part 1/2. 

The material of construction of the bag shall have excellent abrasion resistance -good dielectric properties 
resistance to acids - resistance to solvents like aliphatic hydrocarbons aromatic hydrocarbons - oxygenic solvents paint 
solvents. It shall also have resistance to swelling in lubricant oils mineral oils and fuels - ozone -sunlight heat and 
aging - heat aging-flames high temperatures and cold. 

10. Workmanship and finish: 

1. A high quality workmanship and the finish is expected during the fabrication and at the time of delivery 
of the unit. 

2. All the sharp edges shall be grinded. 

3. All the joints shall be even and accurate. 

4. All the welding shall be perfect without air blows. 

11. Instruction Book: 

1. A detailed instruction book for the guidance of the user shall be prepared and 

2. It shall contain the details of operation, maintenance and proper use of the vehicle, all the appliances and 
equipment. 

12. Acceptance: 

The fully fabricated vehicle with all equipment and accessories shall be delivered at Fire & Rescue Services 
Accademy, Viyyur, Thrissur Free on road. 

The delivered vehicle will be inspected by a board of officers for the general functioning of vehicle and associated 
equipment and accessories. The vehicle shall be accepted by the department based on this report. 
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A specification compliance statement in the following Performa shall be submitted along with the offer, and the 
statement should be complete in all aspect and should cover each and every details of specification. 

Specification compliance statement for Emergency Rescne Tender 


SI. 

Detail of Departmental 

Detail of the product 

Deviation from 

No. 

Technical Specification 

offered 

Departmental Technical 




Specification, if any 

1 


Fire & Rescue Services Head quarters, 
Fire Force Junction, 
Thiruvananthapuram. 


(Sd.) 

Director (Administration). 


E-TENDER NOTICE 


No. Jl- 9155/2015. 22nd August 2015. 

e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with 
adequate stock and spares and repair capabilities for the fabrication of 24 Nos. of Mini Water Tenders as per the 
specifications of Fire & Rescue Services department. The tender is to be submitted as e-tenders through 
https://etenders.kerala.gov.in. Since this is an e-tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC) can participate in the tender. 

e- Tender document and other details can be obtained from the above e-portal 
The tender has two parts 

1. Technical bid 

2. Financial bid (BOQ) 

Tender No. with PAC—KFRS-e-Tender No. 07/2015-16—' 720 Lakh. 

Closing date of e-tender—^25-9-2015, 4 p. m. 

Last date & time of receipt of e-Tender—25-9-2015, 4 p. m. 

Date & Time of opening of e- Tender: 

1. Technical bid—29-9-2015, 11 a. m. 

2. Financial bid—1-10-2015, 11 a. m. 

Cost of e-Tender (online submission)—' 25,000 + VAT @ 5%. 

Date up to which the rates are to remain firm for acceptance—31-3-2016. 

E.M.D.—1% of PAC in online payment. 

Security Deposit—5% of total contract amount inclusive of E.M.D. To be furnished as online payment or as 
bank guarantee of a scheduled bank. 

Period of Supply — Within 120 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in. and then select tender 
and make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are 
two options-State bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the 
payment gateway of SBT. 

For obtaining Digital Signature Certificate (DSC) and necessary portal enrolment bidders can visit the website 
https://etenders.kerala.gov.in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical and financial bids. If the date fixed for opening happens to 
be a holiday/due to net failure the tenders will be opened in the next working day, at the same time. 
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The cost should be quoted in Indian currency only. 

The tender has two covers 

• Technical cover 

• Financial cover 

The first cover ie: the technical cover shall be uploaded with the following document 

1. Scanned copy of complete specifications of the product along with diagrams intended to supply. 

2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 100. 

3. Brochure of the vehicles intended to supply. 

4. Work experience certificate or other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 100 to the effect that 
he/his partner/s or any of his/her directors is not involved in any Vigilance Case registered in connection 
with any supply made to this Department or are blacklisted by any Government agencies in Kerala. 

Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the tender will meet and 
scrutinize the tender documents along with technical specification of the equipment submitted with the e-tender. The 
tenderers are requested to attend the opening on the date and time specified in this tender in the Mini 
Conference Hall of the Headquarters of the Kerala Fire and Rescue Services in Thiruvananthapuram and there will not be 
any further communications about the opening of the technical and financial bids separately. 

The financial bid belonging to those manufacturers or their authorised dealers who qualified in the technical bid of 
the equipment required by Kerala Fire & Rescue Services Department alone will be considered. Tenderers are 
encouraged and advised to come prepared for ppt presentation on all the technical aspects of the equipment along with 
samples if possible or appropriate for the full understanding of the Head Office Technical Purchase Committee at the time 
of opening or subsequently during the period of tender evaluation. 

On finalization of the same, The second cover ie: the financial bid of the concerned competent firm will be opened 
for consideration. 

The originals of Complied Technical Specification, Agreement in Stamp Paper worth ' 100, the declaration on 
Kerala Stamp Paper worth ' 100 Brouchers/Photograph and the sample of the item intended to supply shall be 
produced before the undersigned soon after the Financial Bid opening. 

After opening the financial bid, financial evaluation is made only after consultation with the DPC and the decision 
of the DPC shall be final and will be uploaded in the financial evaluation field of the e-tender site whether the tender is 
financially admitted or not and thereafter the awarding of the contract. 

The Head Office Technical Purchase committee headed by the Divisional Officer, Kerala Fire & Rescue Services, 
Thiruvananthapuram will scrutinize the tenders received evaluate them and will taken decision suitably. The decision of 
the Head Office Technical Purchase Committee will be final for the award of the contract. 

The right of acceptance or rejection of e-tendcr or cancelling the tender without assigning any reason is 
solemnly vested with the Head Office Managing Committee, headed by the Director (Administration), Kerala Fire and 
Rescue Services. 

The rules and regulations prescribed for e-tenders by the Government of Kerala will be applicable to this e-tender 
also. If any tenderer wants any clarification on any aspect of the tender he/she can send email to the 
da.frs@kerala.gov.in or fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https//etenders. kerala.gov.in. 

Any legal disputes that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 
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1. Whether Samples are essential: 

2. Period with in which goods : 
should be delivered 

3. Rates should be quoted : 
including all taxes, and 
transportation charge 


Conditions 

Pamphlets, Photograph, Drawings CDS etc. should be forwarded along with the 
tender. 

Within 120 days from receipt of supply order. 

EO.R., Thimvananthapuram. 

100% payment against delivery at Thimvananthapuram in good condition. 


4. Payment 

5. Other Special conditions : 

(1) A Warranty of 36 months from the delivery of the item. 

(2) EMD—1% of PAC in online payment. 

(3) Security Deposit/Bank Guaranty 5 % of total contract amount inclusive of EMD to be furnished as 
mentioned in the Notice inviting e-Tender. 

(4) Any firm whose proprietor. Partner or Director is involved in a Vigilance Case registered in 
connection with a supply made to this Department/Kerala Government earlier shall be barred from par 
ticipating in this tender. 

(5) The tenderers should produce latest Solvency Certificate of ' 5 crore or more and should 
have an average annual turnover of ' 30 crores for the last 3 years. 

(6) The bidder should have sufficient previous experience in fabricating Water tender/ Emergency 
tender. The copies of supply order for fabricating Water tender/ Emergency tender placed by states, 
UTs and P.S.Us during the calander year 2012, 2013 & 2014 should be produced in 
support of previous experience. 

(7) They should also produce the latest VAT clearance and latest Income Tax return copies. 

(8) On receipt of supply order the tenderer should provide Insurance cover for the Kerala 
Government property for minimum ' 7.2 Crore for fire and theft. 

(9) The fabricator’s establishment industry should be ISO certified and the latest certificate should be 
furnished. 

(10) Canvassing in any manners at any time shall disqualify of the tenderer. 

(11) Renewal of temporary registration processes shall be performed by the fabricator at their own expense. 
A valid Temporary Registration Certificate (T.P) shall be produced before the 
department at the time of delivery. 

(12) The undersigned retains the right to increase or decrease the number of chassis for fabrication by 20% 
if necessary. In other words, the number of chassis may vary from 20 to 28. 

Detailed Technical Specification for Fabrication of Mini Water Tender with Fire Fighting Eqnipments/Accessories 

1. General: 

The Mini Water Tender shall be fabricated on the chasis mentioned below. The Mini Water Tender shall be 
designed to efficiently carry 3000 liters of Water. A centrifugal fire pump with a discharge capacity of 2250 LPM at 
7 kg/ cm^ and 250 LPM at 30 Kgs/ cm^ driven through heavy duty Power Take Off (PTO) unit. 

2. Chassis: 

Eicher (Pro 1110 XP G-cab, BS-3) Chasis with ABS will be supplied to the fabricators yard by the Department. 

(a) Renewal of temporary registration processes shall be performed by the fabricator at their own 
expense. A valid Temporary Registration Certificate (T.P) shall be produced before the department 
at the time of delivery. 


(b) 3rd Party insurance shall be taken by the department. 
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(c) Load distribution chart and detailed drawing from the competent authority shall be submitted for 
obtaining approval from the department, before commencing fabrication. 

(d) The fabrication of the vehicle shall be completed within 90 days from the date of receipt of chassis. 

(e) If the fabricator is not in a position to repair the equipment and accessories provided in the vehicle, 
they shall arrange for total replacement of that particular item as the case may be up to a period of 
3 year from the date of acceptance of the vehicle by the department at Viyyoor, Thrissur. 

3. Pump (Multi Stage) 

(a) The pump shall be centrifugal type, multi stage having out put capacity of not less than 2250 LPM 
at 7 kg/Cm^ and 250 LPM at 30 kgs/cm^ at 3 mtrs suction lift at NTP condition. 

(b) The low-pressure side will be of single stage and the high-pressure side also with single stage 
having regenerative type impeller. 

(c) The pump shall be multistage centrifugal pump. 

(d) The details of the pump such as its make and model, supported with catalogs/brochures/drawings etc. 
should be attached with the offer. 

(e) The overall pump shall be constructed from gunmetal. The normal (low) pressure impeller, volute, 
and impeller bearing shall be made from gunmetal confirming to Gr. II of Is 318/1981 and the 
regenerative type high pressure impeller shall be of Aluminum, Bronze (AB-2). 

(f) The pump shaft shall be made from stainless steel confirming to IS 6603/ 1972. The bearing housing 
will be made of C. I. and all the studs and bolts coming in contact with water shall be of stainless 
steel. The bearings used in the pump shall be of reputed make. 

(g) The normal and high-pressure impeller shall be mounted on a single shaft and normal (low) pressure 
impeller shall be dynamically balanced. 

(h) The pump shall be provided with self-adjusting mechanical carbon seal assy. The mechanical seal 
assembly shall with stand dry running of pump upto 2 minutes without any damages. 

(i) The pump shall be provided with an Inbuilt filter of easily removable type, which shall filter the 
water before entering into the high-pressure stage impeller. 

(j) The size of high-pressure outlet shall be of 25 mm connected to high-pressure hose reel. 

(k) The pump shall be provided with one suction inlet of 100 mm dia. having round threads confirming 
to IS: 902 of 1974 and two(2) numbers of 63 mm delivery outlets having screw. 

(m) Cooling System :—Indirect cooling system of open circuit type consisting of special heat 
exchanger will be provided to the vehicle to enable full power output to be maintained during 
pumping duty without overheating and hot water shall return to the pump suction inlet. 

4. Power Take off Unit : 

(a) Heavy duty full torque Power Take Off unit of Indegenous Make to drive the pump to get 
satisfactory performance should be provided. 

(b) PTO Unit shall be fitted behind the engine gear box, to drive the pump at the rear. 

(c) The lever of the PTO unit will be fitted in the driver’s cabin. A suitable cooling system (copper coil) 
will be inbuilt in the PTO to cool the oil. 

(d) Maximum through torque of the PTO will not be less than the max through torque of the engine. 

(e) The PTO will be connected to the chassis gear box and the pump through heavy duty propeller 
shafts and centre bearings preferably of Hardy Spicer make. 

(l) The ratio should be suitable to drive the pump at its rated output. 

(g) The make, model and the capacity of the PTO and its power range should be mentioned 
in the offer. 

(h) 5 Years warranty for PTO and connecting drives shall be provided by the fabricator. 
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(a) A water tank of 3000 Ltrs. capacity shall be fitted on the chassis on heavy bearers with internal 
baffle plates to avoid water surging while accelerating braking or turning. 

(b) Tank Fabrication — 

1. The water tank should be fabricated from 5 mm MS sheet. 

2. Full Breadth of the tank shall be welded to the cradle and not to the tank plate and shall be 
mounted with suitable plates on the chassis immediately behind the cab so as to allow full 
contents to flow to the pump. 

2. Full Breadth of the tank shall be welded to the cradle and not to the tank plate and shall be 
mounted with suitable plates on the chassis immediately behind the cab so as to allow full 
contents to flow to the pump. 

3. The welding of the tank shell shall be in such a manner that the first beading is from inside the 
shell and subsequent bead from outside the shell. 

4. Suitable eye shall be provided on the shell of the tank, to enable the tank to be lifted-off the 
vehicle for repairs/maintenance/replacement as and when required. 

5. The tank shall be mounted on rigid mountings which shall prevent distortion due to chassis 
flexion and the mounting shall permit the full contents of tank to flow into the pump. 

(c) Corrosion Protection :— 

1. The tank plates should be completely zinc plated before being welded and the welded joints will be 
thoroughly cleaned and a coating of zinc rich primer should be immediately applied before corrosion 
sets in. 

2. The tank will be coated internally with good quality epoxy paint. The whole vehicle including 
the chassis shall be coated with best quality of anticorrosive treatment and be guaranteed for 
5 years. 

(d) Baffles :— 

1. The tank should be suitably baffled to prevent surge while the vehicle is accelerating, cornering 
and braking. 

2. The design of the baffles shall provide access to all compartmens for repairs and maintenance. 

3. The baffles shall be easily removable and only SS nut-bolts, should be used. 

4. The baffle shall be arranged in a manner to facilitate the movement of a person throughout the 
tank for cleaning and welding purposes 

(e) Connections :— 

1. The tank shall be fitted with a filling orifice and bolted Manhole of 500mm dia on the top of the 
tank for cleaning. 

2. The filling orifice on the top cover shall be of not less than 250mm dia thread and shall be fitted 

with a removable filler cap. 

3. One overflow pipe of suitable diameter shall be fitted to the tank. The diameter of the overflow pipe 
shall be determined as per the filling connections provided. However it shall not be less than 50mm 
diameter in any case and taken down below the chasis but without reducing the ground clearance. 

4. A 50mm diameter drain line with a valve will be provided to drain the tank for maintenance. 

(f) Miscellaneous :— 

1. The top of the tank and rear portion of the vehicle including foot board should have an 
anti-slip coating. 

2. It shall be hydraulically tested at 0.5kg/cm^ pressure for leakage. This test may be carried out in the 
presence of the inspecting officers or done by the manufacturers as per their own internal quality 
program. 
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3. All welded seams shall be checked for leakage on the outsides. 

4. A water level indicator will be provided near the control panel. The level indicator calibrated on full, 
%, Vi, 14 and empty shall be of the graduated glass tube, clear acrylic or electronic type. 

5. In case of the graduated glass tube or the clear acrylic type, means will be provided to isolate the 
same from the tank for maintenance as well as to extend the life of the tubes. 

6 . A three way valve will be provided at the bottom to drain the tube and extend its life. 

6. Water Monitor :— 

1. A long range water monitor will be fitted on rooftop where the pump is located and capable of 
delivering not less than 1800 LPM @ 7kg/cm^. 

2. The monitor would be capable of traversing 360° in horizontal plane and would be capable of 
elevation up to 45° and depression of up to 15°. 

3. The Monitor and nozzle to be made of SS and light alloy components and would be capable of 
throwing water to a distance of not less than 35 Mtrs. in still air. 

4. A monitor shall be of AKRON/ROSENBAUER/TET/ELKHART/SCORPE make. 

5. The monitor have a five year warranty support in written from the manufacturer. 

6 . The model, catalogs and relevant certificates shall be submitted along with the bid. 

7. High Pressure Hose Reel with Gun 

1. One high-pressure hose reel shall be provided and fixed at suitable location preferably in lockers. 
This hose reels shall be connected to H.P. outlet of pump with reputed make ball valve 
of suitable size. 

2. The design and size of hose reel shall be such that, it shall accommodate 30 mtrs. H.P. hose having 
25mm bore. 

3. The HP hose reel shall be provided with High Pressure fog/Jet trigger type gun preferably 
AWG/ROSENBAUER/FIRECO. 

8. Body Work and Stowage : 

1. Drivers ’ Cabin :— 

The driver’s cabin shall be original cabin supplied by the chassis manufacturer. 

2. Crew Cabin :—The original, cabin of chassis manufacturer shall be extended to 
four members. 

3. It shall be comfortable for 4 men and shall have seat belts for each person and be with 
shall be upholstered with Rexene. 

4. The cabin stmcture shall be modified as per guidelines laid down by the chassis manufacturer. 

5. The complete cabin shall be duly treated for corrosion resistance by two pack epoxy treatment. 

6 . Adequate lighting will be provided in the crew cab. Good quality insulation will be done in the cabin to prevent 
ingress of heat during the summer months to the maximum extent possible. 

7. The glasses of the windows shall be of the tinted type so that heat is reflected as much as possible. 

8 . Grab rails and non-slip steps will be provided wherever necessary. 

9. Structure and Paneling '.—The outer paneling of the cabin shall be in line with the chassis manufacturers 
recommendations. 

10. The paneling of the rear superstmcture shall be done from 3 mm aluminum sheets and the internal paneling will 
be done from 2 mm aluminum sheets. 

11. The complete top of the rear superstructure shall be covered with 2 mm aluminum sheets treated for 
anti slippage or with chequered sheets. 

12. The doors will be fitted with winding/sliding safety glasses. Sheets of the outer panels will be glued to the 
frame work. Riveting/bolting/screws of any kind shall not be permitted. 


accommodate the 
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13. Interiors of the cabin: —The entire floor of the erew cabin shall be provided with a good quality anti skid type 
vinyl matting. 

14. A First aid box shall be provided in the cabin. 

15. Seating: —The driver’s and officer’s seat will be provided by the chassis OEM. 

16. All seats would have foam cushions. 

18. Other Works :— 

(a) The doors of the cabin will be fitted with safety glasses. 

(b) Wire nets shall be fitted at appropriate places. 

(c) Guards shall be provided for propeller shafts. 

19. The driver will be provided with large size rear view mirrors on both sides of the cab and convex round mirrors 
for overall view of the vehicle from top to bottom and left to right. 

20. Lockers: — 

1. Suitable lockers shall be provided for storage of equipments and accessories listed in these specifications. 

2. Sufficient numbers of lockers shall be provided to accommodate all the equipment/accessories in an easily 
accessible manner. 

21. Roller Shutters: 

(1) For the easy operation of the Fire tender Ziegler, or Rosenbauer make Roller-shutters covering the 
equipment lockers shall be installed on both sides of the appliance. 

(2) These shutters shall be rolled inwards underneath the roof giving unobstructed access to the equipment 
lockers and the equipment/accessories fitted in the vehicle. 

(3) Roller shutters shall be made of hollow rectangular shaped aluminum links which will be inter connected 
with the help of plastic/rubber profdes, sealing the roller shutter watertight when closed. 

(4) Roller shutters shall be durable, maintenance free, weather and corrosion resistant and capable of opening 
in every position of the vehicle even in rough terrain and on slopes. 

(5) The sections of the shutter shall be powder-coated/anodized to a smooth finish and aesthetic look. 

(6) Guide rails should support the shutters over the entire length 

(7) The shutters shall have a sturdy locking mechanism which will prevent accidental opening during 
movement of the vehicle. 

(8) A master switch for isolating locker lighting circuit (which will be fully LED based) shall be fitted in the 
driver’s cabin. The complete shutter assembly, the side, bottom and main profiles as well as the locking 
system shall be from the shutter manufacturer only. 

22. Stowage of Equipments: 

A. For all water fittings like branch pipes etc. quick release type couplings or snap clamps of spring steel 
(as per the manufacturers standards) shall be provided which shall enable the operator to locate the desired 
equipment instantly and save valuable time. 

B. The fittings shall ensure that none of the items damage internal paneling. 

C. Suitable straps, brackets etc. will be provided for all other items. 

9. Electrical System: 

1. All important electrical circuits shall have separate fuses suitably indicated and shall be grouped into a common 
fuse box located in an accessible position in Driver’s cab and fitted with means for carrying, spare fuses. 

2. The wiring should be single pole and should not be exposed to the atmosphere. 

3. Conduits should be used wherever necessary. 

4. All equipments lockers should have individual lights and these should be operated by means of a master 
switch on the dash board in the driver’s cabin. 

5. The switch of the light/siren should be provided on the dash board. 
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1. Two fog lamps and two spot lights in front shall be installed on an extra pipe. 

2. Four Blinker type traffic indicators (OEM supplied) shall be provided. 

3. Reversing lights on either side should be fixed suitably at the rear of the appliance with wire mesh in such a 
manner to prevent accidental damage by the fireman while mounting the tank top. 

4. A spot light of 50W power shall be provided at the rear portion of appliance near the pump. 

5. Two-tone hooter cum P.A. System having 25 watt capacity with speaker, LED Light bar with red, blue and white 
flasher lights of minimum 75-100 watts, 1200 mm shall be mounted on the cabin roof and amplifier in the cabin. 

6 . Lights with flasher shall be fitted on top of Driver cabin. 

7. Electronic siren-100w 

8 . Suitable brackets should be provided on top of the tank for the spare wheel. 

9. One pair of additional electric horn shall be provided. 

10. Reverse gear and indicator buzzers shall be provided. 

11. Two Nos. of wind shield wipers shall be provided. 

12. L.E.D Mini Light bar (Flasher) shall be provided on both side & back top portion. (2 Nos. each on Both side 
and 2 Nos. on the Rear) They shall be fitted integrally to the body. 

11. Rear of the Appliance: 

(a) Strong grab rails with support at the rear should be provided. 

(b) The entire rear portion including foot board should be covered with 1.60 mm aluminum chequered plate. 

(c) A cat ladder shall be provided and fitted at the rear of water tank and fabricated out of 1” dia. M. S. 
tubular pipe and 2 mm. 

(d) An adequately illuminated control panel shall be provided near the pump and easily accessible to operator 
for operating different controls. The control panel of required size shall be made from 3.15 mm. aluminum 
sheet. 

(e) The control panel of the rear should have following arrangement. 

1. Throttle control for engine. 

2. Compound guage. 

3. Pressure guage high pressure. 

4. Pressure guage normal pressure. 

5. Primer control valve lever. 

6 . Cooling water valve. 

7. Tube type level indicator showing level of water in the tank. 

8 . Suitable panel lights and all other required items. 

(f) The main pump and control panel shall be covered with Rolling Shutter at the rear of the appliances. 

12. Ladder And Ladder Gallows: 


1. Ladder Gallows'. Ladder gallows shall be provided for carrying 10.5 m aluminum double extension trussed 
type ladder. 

2. The ladder shall be trussed/boxed design. 

3. Means will be provided for locking the ladder when it is stowed. 

13. Workmanship and Material: 

1. Workmanship executed shall be of the highest order. 

2. All rivets and bolt holes shall have a coat of approved paint on both surfaces before riveting or bolting or 
welding. All steel screws, bolts, nuts, rivets etc. shall be zinc coated or shall have rust proof coats by a 
recognized process. 

3. The roof joints shall be subjected to rigid water test at vendor’s workshop in presence of purchaser’s 
representatives. 

4. All directions and instructions on all points related to the fabrication shall be executed whenever given by 
the purchaser’s representative for quality and workmanship. 
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14. Painting: 

1. The driver cum crew’s cabin shall be painted cream. 

2. The appliances and body shall be painted fire red in colour conforming to shade No. 536 of IS 5: 1978. 
The paint shall confirm to IS 2932. 

3. The whole vehicle shall be painted internally and externally with one coat of zinc chromate and under coat 
and two finishing coats. 

4. Painting and phosphating of the chassis shall be carried out to withstand seasonal climate effects. 

5. The words “KERALA FIRE & RESCUE SERVICES” shall be painted in letters of 10 cm height on either 
side of the body and of vehicle in golden yellow colour paint. Same text in “Malayalam Fonf’ shall be 
painted over the other side in same manner. 

6 . The name of the department “KERALA FIRE & RESCUE SERVICES” in form of sticker in fluorescent 
red letter in yellow background shall be affixed on the top of the front wind screen glass. 

7. Emblem of the department shall be affixed on either side of the cabin front Door (Model shall be provided 
by the department). 

8 . ‘Dial 101’ shall be written on all the four sides of the vehicle on yellow background in black letters. 


15. Accessories: 

The following accessories shall be supplied along with each vehicle. 


SI. No. 

Particulars of Accessories 

Qty- 

(1) 

(2) 

( 3 ) 

1 

Heavy duty plastic Dutron or equivalent coupled with round threaded 
gunmental couplings suction hoses 100 mm of in 2.5 m. Each hose to be 
of a length to be kept just above the water tank in special brackets. 

4 Nos. 

2 

Suction Metal Strainer 

1 No. 

4 

Suction Wrenches, universal type 

1 pair 

5 

Delivery Hose 

1 . It shall be non-perculating and synthetic type. 

2. Minimum length shall be 15m (2 and 1" size). 



3. Shall be provided with instantaneous male and female couplings 
of size 2 and VP (brass) 

4. Size of the hose should be 2 and Vi". 

5. Delivery Hose should comply with IS-636-2004. 

10 Nos. 

6 

Standard Brach pipe with 19m Nozzle 

4 Nos. 

7 

Foam Making Brach Fb 2 with Pick up tube 

1 No. 

8 

Portable fire extinguisher, DCP Type, 5 kgs, capacity BIS marked 

1 No. 

9 

Portable fire extinguisher, C02 type, 3.2 kgs. capacity BIS marked 

2 Nos. 

10 

Poly Propylene rope 25mm dia, 50m with ends spliced and one end with a 
running noose. 

1 No. 

11 

Poly Propylene rope 20mm dia, 30m with ends spliced and one end with a 
running noose 

2 Nos. 

12 

Shears/Bolt cutter (28" and 36" each) The machine shall be brand new and 
of reputed make/Everest/Jhalany 

2 Nos. 

13 

Screw jack 20 ton. standard make 

1 No. 

14 

Sledge hammers of 2.5 kgs and 5 kgs each 

2 Nos. 

15 

Crowbar 20 mm of 1 meter 

1 No. 

16 

Crowbar 25 mm of 1.2 meters 

1 No. 

17 

Axe, large 

1 No. 


380 
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(1) 

(2) 

(3) 

18 

Spade 

1 No. 

19 

Pick axe 

1 No. 

20 

Showel 


21 

Door breaker 

1 No. 

22 

Fire hook 

2 Nos. 

23 

Tool kit 

1 No. 

24 

Grease gun 

1 No. 

25 

Multi Purpose Nozzle: 



1. Selectable multi-flow settings: 95-125-150-200-250GPM@ 
100PSI360-475-565-755-950LPM@7kg/cm2 

2. Shut off ball valve for nozzle operation. 

3. Jet-Spray mode by twist rotation of bumper. 

4. Spray upto 120°. 

5. Abrasion and corrosion resistant. 

6 . Flush without shutting off 

7. Anti-slip finger lock rubber moulded pistol grip. 

8 . Excellent performance when used with suitable educator for AFFF foam 

applications. 

9. Available with 64mm(2.1/2")BS (M) Inst., OR 64mm(2.1/2")/38mm(l.l/2") 

BSP/NH/NST(F) Threaded SwiveFStorz/JIS OR required inlet. 

10. Weight: 3 Kgs (6.21bs) Perfonnance at 7 Kg/cm2 (lOOPSI) 

Flow Settings 


GPM 

95 

125 

150 

200 

250 

LPM 

360 

475 

565 

755 

950 

Jet Throw Rauge 






Feet 

65 

82 

92 

130 

155 

Meters 

20 

25 

28 

40 

47 


Inspection and Acceptance Tests: 

1. The following stage inspection and acceptance test shall be given to the complete satisfaction of the owner. 

2. All the testing parameters should be carried out at the manufacturer’s premises and the details (photographic 
evidence) of the testing infrastructure shall be provided. 

3. The Bidder shall offer proof of having these facilities at his workshop failing which the tender is liable for 
rejection. 

4. Vendor shall ensure that design of tender will not affect chassis parameters such as speed, turning circle, 
acceleration etc. 

5. All inspection and testing records for tank, pump, PTO, piping, valves, monitor etc. 

6 . First Stage :— 

6.1 Structural work. 

7. Second Stage '.— 

7.1 Paneling work. 

7.2 Tank testing. Mounting of water tank, pump, PTO. 

7.3 All the piping shall be subjected to hydraulic test pressure of 15 Kg/cm2 for a period of min. 10 
minutes. 

7.4 The pump casing shall be subjected to a hydraulic test pressure of a minimum 21 Kg/cm2. 

7.5 In case of the high pressure section, it shall be tested at a minimum of 45 Kg/cm2. 

7.6 Tank shall be hydro at a minimum pressure of 0.3 bar for a period of one hour before mounting on 
the vehicle. 
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8 . Final Stage :— 

8.1 Stability: 

8.1.1 Stability of appliance will be such that when fully equipped & laden, if the surface on which the 
appliance stands is titled to either side at an angle of 27° from horizontal it will not overturn. 

8.2 Gradient: 

8.2.1 The vehicle will be tested on a gradient test ramp at an angle of 1:4 

8.3 Endurance Test: 

8.3.1 The pump will be tested for a continuous period of four hours non stop and the water will not be 
replenished during this test and the engine will not show signs of over heating. 

8.3.2 The first Three hours the pump shall deliver rated out put of 2250 LPM at 7 kg/cm2 and next one 
hour will be 250 LPM at 30 kg/cm2. 

8.3.3 This test will be offered at the pump manufacturer’s workshop prior to shipment. 

8.3.4 The testing charges for the same shall be borne by the vendor. 

8.4 Priming/Deep Lifting Test: 20.8.4.1 The priming shall be tested as per the latest standards and the 
system shall be subjected to a test at a suction of 7 Mtrs 20.8.4.2. The priming should be achieved in less than 
23-24 seconds. 20.8.5 Articulation Test: 20.8.5.1. The vehicles shall be tested for articulation and shall not show any signs 
of stress during this test. The clearance in the wheel wells shall be checked for tolerances. 20.8.6 Shower Test: 20.8.6.1.1. 
After completion of the fabrication, the vehicle shall be subjected to shower test as per the norms laid down under BIS. 
SIGNATURE & STAMP OF BIDDER Page 35 of 54 20.8.6.1.2. The appliance shall not show any signs of leakages during 
this test. 20.8.7 Road Test: 20.8.7.1 After completion of all the above mentioned tests, a road test shall be carried out 
where the vehicle shall be tested as per the parameters laid down by the BIS. 20.8.7.2. The braking, acceleration and top 
speed tests shall be checked and recorded by the inspecting officers. 

9. Workmanship and finish: 

1. A high quality workmanship and the finish is expected during the fabrication and at the time of delivery of the 
unit. 

2. All the sharp edges shall be grinded. 

3. All the joints shall be even and accurate. 

4. All the welding shall be perfect without air blows. 

10. Instruction Book: 

1. A detailed instruction book for the guidance of the user shall be prepared 

2. It shall contain the details of operation, maintenance and proper use of the vehicle, all the appliances and 
equipment. 

11. Acceptance: 

The fully fabricated vehicle with all equipment and accessories shall be delivered at Fire and Rescue Services 
Accademy, Viyyur, Thrissur Free on road. The delivered vehicle will be inspected by a board of officers for the general 
functioning of vehicle and associated equipment and accessories. The vehicle shall be accepted by the department based 
on this report. 

COMPLIANCE STATEMENT: 

A specification compliance statement in the following Performa shall be submitted along with the offer, and the 
Statement should be complete in all aspect and should cover each and every details of specification. 


Specification Compliance Statement For Mini Water Tender 





Deviation from Departmental 

SI. 

Detail of Departmental 

Detail of the product 

Technical Specification, 

No. 

Technical Specification 

offered 

if any 

1 


Fire and Rescue Services Hqrs., 

Fire Force Junction, Thiruvananthapuram. 


382 


(Sd.) 

Director (Administration). 
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Health Services Department 

njfflcru!jo 

ODOrucS ag)anj/2709/2014 (l). 2015 (3ra)(/)(T^ 20. 

(ulnadCffio:—rarajcaocn^ij (UcOjjijj—(/)(u. i 2 iocncnilcft> csrsjeaocn^ 

CBcOiLCBo, CBcOjOipIGcOSIOS -nJOOS oCSne 2015-16— 

(majaajnJLtmlcmleeitOffloniaa^iifflocQ) geicS(.s1ce«)ra3, 
®eicflbCB(.so6m1c8b gnj<93asm6313c/3 (ii063i3j(mai 
aruo6nj(TU)l.^. 

cbc930<p1gc96)os mooDcrulcOsOcsaocn^ij (Sc93t.cT3rai!5hcBejc96)0(ua3^aocQ) 
^eit£6LSl<96)(!58 ^ei<£b(l(.S06TlDl<£b gnJc03a61D63BC/3 (UOeBBjmDKDlCD 

<moof nJOdsjaD cnlsmcnDcncesC/Scea (h 1 cb(jl}CQ)i 2 iooq )1 rararaijaiocsDl 
6 njcai)ffl(jj§ (ii_!)ca<m1c93glB53 cnlnDjo cninocijaDSBBglcaS cnlcmjo 

i21JL36)(U^ (3^<^0(TUJc 93C/3 c933d6m1^jac03OggJ(TDJ. 

(3(3'^ocru cnoQj^—n^mj/ 2709/2014 ( 1 ) 

rarasaaS csijcSs—' 3 , 00,000 

cn1a®)t.f3(Uio—casuacjjsjaTtnjcm (mjc93cn)jas 1 % 

(3(3<^0(tu csrinoofflTtnlaci^ (iflei: 

63o1s1nr)ra3—' 600 + ruoo 4 %+ acrucru 1 % 

o cro 

CU)Unj1(B<96)(5-' 300 + (HOC 4% + aCTUCTU 1% 

«ye evi o o cru 

6^'^ocru ajlR38(jjcn cnsaroijcm cmtorailcrsjo cruaiasaijo— 

7-10-2015, 3 aeml. 

(3(3'^0(t\j GfiDooo cn}i1<93a1<96)janD rararuomocn ailcmrailcmjo 

cruffldsciijo—8-10-2015, 3 meml. 

(3(5<^o(tu aijOceajcm (rolaDsnlosjo crumcoxiijo— 9 - 10 - 2015 , 
12 asmi. 

6 ^<^ocTu rataoQ) <93 0 52(Sc96) 6ne gcBB^t^wcnioacig 

emaS culeiocruo—crujLrLi sne , cnfusnSaan^'' fflO(D(n)1<93 
(3ra)(saocn_!)(Sce3Lci3o, (Sc930¥lcB<9aos. 

cru^<9ao^ B(3>^oam/(seiei cnsrus1<93(;3<9a 6r!JOcjL)<93moc)C!) 
<10^0 aDl<i»moajejlc93g2o ^<1) flcSr^ocru/cieiej cnst3js1<93a3c9a2o 
6niocD<93fflot)C!na1<9a2o. 

gaijmocon 6r!JCTU)a(jj§ A,isi(m(jSi (iil(ua63i3c/3 aonalcru 
(.nJciKSaail cruacsDatm aotiDlcrulaS anlcmjo eje1<9a2crDa)06rh. 

No. S/2709/2014 (1). 20th August 2015. 

Sealed eompetitive tenders are invited for the 
purchase of Electrical/Electronics items mentioned in the 
enclosed list to the institution by utilising Plan Fund- 
2015-16 from the approved persons/firms for Govt. 
Mental Health Centre, Kozhikode. 

Estimated Cost—' 3,00,000 

Cost of tender form (Original)—' 600 -I- VAT @ 4% -l- 
Cess 1% 

Duplicate—' 300 VAT @ 4% Cess 1% 

Date and time for issue of tender form— 
7-10-2015, 3 p.m. 


Date and time 
8-10-2015, 3 p. m. 

for 

receipt 

of 

tender 

Date and time 
9-10-2015, 12 Noon. 

for 

opening 

of 

tender 


• The tender should be addressed to "The 

Superintendent, Govt. Mental Health Centre 
Kozhikode" in a sealed cover. Late tenders will not 
be accepted. 

• EMD 1% (One percent) of rate quoted in the 
tender should be remitted along with the execution 
of agreement. 

• The Rate of one quantity of item should be quoted 
separately in the tender inclusive of all taxes, cess, 
duties etc., 

• In case any difference or dispute arisen in 
connection with the contract, all legal proceedings 
relating to the matter shall be instituted in the 
court within whose jurisdiction of the purchasing 
officer voluntarily resides. 

• The undersigned reserves the right to reject or 
cancel the tender on without assigning any reason 
whatever and his decision will be final. 

• Details regarding the tender if any can be obtained 
from this office on all working days during office 
hours. 

• Specification regarding the items tenderd may be 
obtained from the office/RMO/Electrician/Store 
Superintendent of this Hospital on all working 
days on working hours. 

• An agreement has to be executed by you in the 
prescribed proforma on Kerala Stamp Paper worth 

100 (Rupees One hundred only) with all the 
guarantee/warrantee/onsite service details with 
contact number. 

• Invoice in triplicate should be sumitted for payment 
and the payment will be released only after the 
satisfactory report from the concerned with the 
sanction of the undersigned. 

• If any technical problems affect the supplied items, 
you should provide your on site service through 
telephone call/message/any other electronic media 
within due time. 

• Any laxity or any time laps will be treated as 
negligence on your part and the time gap will be 
treated as an extension of the guarantee/warrantee 
period. 

• Violation of the agreement or any loss or damage 
will be seriously viewed and has to be 
compensated or else may lead to further strict 
actions. 

• The items quoted in the tender should be confirm 
to IS standards by reputed manufacturer. 


Special conditions, if any, will be intimated later. 
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No. S/2709/2014 (1) 


List of Electrical/Electronic Items 


SI. 

No. 

Name of Item Quantity required 

in Number 

(1) 

(2) 

(3) 

1 

3 KVA UPS 

1 

2 

Refrigerator with Stabilizer 

Capacity-180 Litre 

2 

3 

LED bulb/Lamp-9W 

75 

4 

LED bulb/Lamp-7W 

76 

5 

Tube 5 28 W Fixture 

75 

6 

28 W Choke for TS Tube 

20 

7 

40W Tube Fixture 

50 

8 

Street light fixture-70W HPSU 

10 

9 

Street light fixture-2*40W Tube 

10 

10 

6A Ordinary switch 

25 

11 

6A Modular Switch 

25 

12 

6A Ordinary Socket 5 pin 

10 

13 

6A Modular Socket 5 pin 

20 

14 

1.5 SQ MM PVC Cable meters 

100 

15 

2.5 SQ MM PVC Cable meters 

100 

16 

Insulation tap RYB 

25 

17 

Drill bit set concrete 5 mm-12mm 

1 

18 

Drill bit set metal 5 mm-12mm 

1 

19 

15A one socket 

10 

20 

Enclosure for 5 in one 

10 

21 

Pendent Holder 

100 

22 

Plastic wire in meters 

100 

23 

MCB Din Rail Monting-6A-ISI marked 

10 

24 

MCB Din Rail Monting-20A-ISI marked 

5 

25 

DP isolator MCB Type 32A-ISI marked 

5 

26 

Side holder 40W Tube 

100 

27 

Side holder 28W TS Tube 

100 

28 

Water Tap (Plastic) 'A inch 

100 

29 

Solvent Cement-100 ml 

50 


Govt. Mental Health Centre, (Sd.) 

Kozhikode. Superintendent. 


Medical Education Department 

ra(3<^ocru rufflcru^o 
( 1 ) 

oncm^ 0ml7-i7i57/20i5/a®o.(Tu1.g1. 2015 csigicnm^ 4. 

ajflajajcnaainjjfflo amonlcSsiraS CcSjOGgK raTSjaajnJLcwIcffliGejcoa 
(310) cue® a 0 02) OT)06)(P nJO 02)JCm g(Tjcft)ffl6mo (UlOT)06mo 

o^'^oorujeOjaS cOiajemln-iiacOjOsainDi. 
o^i^oomjcftc/S 3(3<^0(n) cncnjeraosjcejjsl mlcmnlKn 
rail 02 ) 0)1 toa ffljnSnj (.njloScrulijjooS, amruilcearaS cstBjoegK, 
csilajojCDCTOicijjao-egs on n^cm (uleiocrurainilraS 
Gcoasnecwoern. 

ra^f^ocru mcniajo grUcftaamarmlaa^ Cruajo (aragrijjo— 
14/2015—aoeilcn^ cnliSmo^sKcn i^oorglcSb eiuocn msTOTrooDloo 
(oieijai) (50 eil)—30oo tOilLcnoo, cnioo (oieijai)— 

(50 ejl)—3000 cft>1. Lwoo (6niG02)0 amonlcoaaS a^osmmjo 
cnioonjcnratmlaci^ Cnjoaosjo cSjjsI). 

3^<^ocru ffiaDoorarailaci^ oilei: 
raiacruaS—' i.soo. 

cru ’ 

C/EXDHi^cSatSry- 750. 

3^(iejocnj ffinDooo ojIraStBajcm fljraojcruocn (m°lo2)85)1o2)jo 
cruacmaijo— 15 - 9 - 2015 , 3 asml. 

3(3<^octu GoOooo crujlcaalceajcm csiamomoon ailoxailoDjo 
omaoxaijo— 16 - 9 - 2015 , 2.30 aeml. 

acSrieiocru (mjOcoajonD 852lo2)85)1o2)jo (n)ao2)ai2o— 
16-9-2015, 3 asml. 

3(3<^ocru QtiDoosancd ainJoeilaS ecusneciKS (3T3a2)<i!)<fla2 
OTxwlaDjGdisrB rjijcSj (' 50 ) ratdoilcOjaooa)! c3iao2)a2)eceasn§ra)osrn. 
o^riejocru ciaooorainilaag mlej SBOaolcrulraS emalcgo 
asmlooDo^ru)^ c3Ta)G02)0 crudcejalceajaTxmosnD. csiamoaaioajgg 
ti^mo ratacBnJtftfldcfljgjo cnlacnilcsajcmcmosm. QtiDOOGrarnioasocjjo 
ajL3ijjL®)S3Bcsgo aegaaiffijleijo eojoocflj^iijaaci^jteiego ratdo2)02)cBaoa3 
(3ta)(uca_^a(jj§jacaj0 6nejgg(!S)jo csaaSoilejocruo ai_!|c9<ro 
a&085tm®)jaoo2) asmleoxocSanojcftaS cnIacrulcoajanDsnosm. 
a6m1(io2)o^ru)ojcft>a8(us>1 enooosaned (gtaiQjaDi,a(^S}aift)0STBi3a 
rata QnJcftiii eft) ^02 aonolcrulraS 2 - 9 - 2015-00 ajcni 
<ft> 1 § 1 o 2 ) 1 a 1 csasmo. ro)oa(Tu1^j<fl3l§2aT) a6m1(i<i»o^ru}Oj<ft>a5 
nolacrulcoajonDraiosiT). 3^<^oaru CoDooo aatftjaoooaS 
njosimoraimratjo aalesaraS ratas^ (mjcft> raflal^j es/lgjanoratjam. 
ratoacrul^ cSdgjanD 3(3<^oorujcft>a5 oiioaratoaj cSjoasmoicraoeijo 
orujIcOjaleftajcmrata. cOjjsjratraS cnlojasaBaS (.nJcu^ratml BlaioD 
ssngIraS ^"9 aonolcrulraSnolaDjo eielesajcmratosrD. 

No. C7/17157/2015/MCT. 1st August 2015. 

Sealed limited tenders are invited for the supply 
of the following items required for the Medieal College 
Hospital, Medieal College, Thiruvananthapuram. Tender 
should be superseribed tender number and addressed to 
the Prineipal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on 
working hours till 3.30 p. m. 


384 
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Tender No. and Name of item with Quantity— 
14/2015—Waste Segregation Plastic Disposable Bag 
printed with bio medical emblem (1) Yellow colour 
(Big) 50 L—3000 kg., (2) Red colour (Big) 50 L -3000 kg. 

Cost of tender form (inclusive Sales Tax): 

Original—' 1,500. 

Duplicate—' 750. 

Last date and time of sale of tender form—15-9-2015, 
3 p. m. 

Last date and time of receipt of tender form— 
16-9-2015, 2.30 p. m. 

Opening date and time of tender—16-9-2015, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( ' 50) is sent by way of Money Order in favour 
of The Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 2-9-2015. No other forms of remittance 
will be accepted. 

Tender Schedule 

1. The period for which the rates to be in firm 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witnesses wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirms 
to the requirements in the tender notice. 

17. Tender will be opened in the presence of each of 
the tenderers or his authorized representatives who 
may present at the time. 

18. More details can be had from this office on 
working hours. 

( 2 ) 

cncm^ cnjl7-i7i58/20i5/ri®o.(Tu1.g1. 2015 cm^icnon^ 4. 

(mlffljojcncnDnjjfflo omcuilcOsiraS OcOjOGgK cmajaajnJLRnIcalGejcOQ 
ratd)(ucra^aod!) (moaip nJOcffijoD cruomcnsancd culcwasmo 
6)iiJ<gjanD®)1cD SKsrufflcrujeocuffljsg aj(.G(u^ a^<^oaruj<ft>a8 
cMJsmlii-iiacftiassiaT)]. 

G^'^ocru cncmajo gcDasTSilsm^ Cruajo raragrujo— 
15/2015—moeilcni ml ^ a o (3 ©ss co njocruica emocn 

(r4)) tfcOJoj mlOo (6)iiJOJ«J) )-(25 Ell)-2500 cOjI. LtUOo 

(erul) mloo (6)iiJOjai)-(25 eil)-3500 cft/l. innoo (emccmo 

aaojulcefflaS njlnmeartnosjo omooojmraimleKi^ Grueaosjo 
cOjjsIcffisn). 

G^riejocru ffiaDooraroilfflci^ oilei: 
raracnxnS—' 1,500 

C/EXOlf^cSjC^ry- 750 

G^neiocru (SnDooo (ulraStBajcm raraojcruom cmlcrntmlcffijo 
omacmaijo— 15 - 9 - 2015 , 3 asml 

g(3<^octu GoDdoo cruilcaalceajcm csiamomom ailcmrailcffijo 
cruacmaijo— 16 - 9 - 2015 , 2.30 aeml. 

GcSrieiocru tmjOcesijcm ailoRuldsjo cruacmaijo— 
16-9-2015, 3 asml. 


385 
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(3^<^o(ru (Sfi£i3063T3(/3 (mnj0ejl«^ GQjeneaj^ raiacmofflceaj 

cmcmlcDjcsQjsTie cmjcSj (' so) rarsuiloOiaocQ)! (giaasoffieteasrtgcmosrh. 
aanejocru csncoorarmlao^ ojlej aoaDlcruIn® csoDolcsgo 
fflsrrilcscffio^cuxS rai^ecmo omjIcOjffllcfiajcTDcmosrh. rara&oacmcmjgg 
arsQnJteiadtftigjo cn1acrul<fla2(Tnan06TTD. (Sn£ioocsc5TS)oasO(jjo 
2ijt.flijjL®>63i3csgo fflcspaanalejjo eaDOta^jaffla^jcOjego (3t3cs2)cd)<BQoa8 
(3ia)Qjaa^aijj§jao9j06TTejgg«5)jo (saB^aflejocroo oj^ijcecnizi^oraro) 
(mjiziocD) i2 6m1(BOQ)o^cu)oj<ft)C^ cnlacrulcoajcTDcmoaT). 
fflsmlcsoffio^aDOjcejaSajipl cBa£ioo63Ba3 (gT3iQjaavarjsiacft>06ng)S3 
csraQoJtftfldcOjoS gOD aon£i1cru1«^ 2 - 9 - 2015 -ao ajaSnj 

cOjIglcffllffllceasTiDo. (m3ffl(ru1.^jtft>1§jaD lasmlcBCffio^ajoojcfijaS 
cnlarrolceajaDcnosTiD. (3^<^Qcn) cBnEiooo aacft>ffl0O3a8 

ojoslejorarmonio aaltsaccS arasiiJ tmlaluJi .SjIsinTxroifflej. 

6V) 6 ^3 6 ^36 36 6 5\) 

cangjcm G^'^ocrojcOjoS orooacmofflj cOjoasmojcrooejjo 
cn}j°l<eia1o0ajaDcroa. oOjjsjcnc!^ ajIajasarsc/S 
alojcimsmaglfaS goo aooDlcrulB^ cdIodjo ejeltsajcmcmoenD. 

No. C7/17158/2015/MCT. 3rd August 2015. 

Sealed competitive tenders in the form prescribed 
are invited for Medical College Hospital, Medical College, 
Thiruvananthapuram. 

Tender should be superscribed tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. and Name of items with Quantity— 
15/2015—Waste Segregation Plastic Bags (a) Black colour 
(Small) (25 L)—2500 kg. (b) Green colour (Small) 
(25 L)—3500 kg. (Printed with Bio medical emblem and 
name of institution) 

Cost of tender form (inclusive Sales Tax): 

Original—' 1,500. 

Duplicate—' 750. 

Last date and time of sale of tender form—15-9-2015, 
3 p. m. 

Last date and time of receipt of tender form— 
16-9-2015, 2.30 p. m. 

Opening date and time of tender—16-9-2015, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( ' 50) is sent by way of Money Order in favour 
of The Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 2-9-2015 at 3 p.m. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 


3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or his authorized representative who 
may present at the time. 

18. More details can be had from this office on 
working hours. 
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(3) 

ODOU^ Crul2-12467/2015/Kl,rig)o,cru1,g1. 2015 (3re)Cr)(Tg 13. 

crolffljnjCDomrujrao cru^cOsiocS eifflOJoltefflcsS ecfcocsgK raidjoajnJLanl, 
ag)cru. n®. g1. ratajCfajnJLRnl ng)anDl cmnonJcnestsglHsS 2014-2015 
aj(3rfldratm1ra3 ratarujaig sinjt^Oijjsjcm eoocnlcfcaScOffl Lsrufru 
ail«5)ffl6mo s)iij(§>oa3 (rooraSrUffl^mjgg cniDOnJcnsanglraS cnlanjo 
<^o cruj cOjoS cftfldsml^jfflcSjO ggjonDj (.eruajo 
mjanl^oD(U^cflsijo cSjjgl<ft>a5ces)jo (ulcrorasiDo 

6)iij(§)ratmc36)ajlcD(3TS)1c!53 (3ta«5)OOT)j ratajoajnJLOTn omjLnJenejaoojsis 
cnlcSegc/Dacnjaruffll^ cnloaulOT) ratagrujcejgjgg ruoodScOfflgjtOjglejOcesfl 
emsTDo (ulraifflemo einjeigsrE®). 

B^r^ocru ODonj^—21/2015. 

cruocjDODsaBgjsis Crufi)—(.snjcui (offlcug amoa3(u1^ 
SLsnjfu))—68800 coTI. icnoo (soo tcnoo oJOOQ)<96)gjcft>g1«38) 

B(3<^ocnj GriDoofliTSilsici^ (ulej: 
raiacruBsS—' 6,200. 

cru ’ 

C/E)Olfyc9D(3ry- 3,100. 

b(5<^0(tu cboHooo culRsScOffljonD raracucruocn tmlcfficmlcmjo 

(Tumcffiajjo—28-9-2015, 3 msml. 

B^riejooru cciDOGo (TujIcejffllcOffljanD ratanjcruocn (mtocmlcrsjo 

(Tumcffiajjo-29-9-2015, 2.30 aSTDl. 

B(3<^oaru cmjocesijcm snlcffiasflcsDjo cruacsDajjo—29-9-2015, 
3 fflsml 

b(3<^0(Tu Gnnooo railffljajcnoronjjfflo om^ces)0(3 fflaojoltesiroS 
(s<ft>ocBgK LnJlaScrulijjoglsia^ csigiaDlcruldsS cnlcinDjo (.n-iaj^Rsrs)! 
fl1(UCTU63i3g1ra3 eiSKUtejjcBcmfflo 3 asmlcufflo eie^aoerh. 
B(3<^ocn}jcft>c/3 (Dlcwnjlffl) daDoorarailKsS aoLcrocsa CTua^(jjlc06)2(uoa5 
njosjggj. B(3'miocTU2cft)C/3 fflSonJOoIcBcruoaSajoficrul, 

cr)laRj)t.B(U _!)0 a^oTDlajedsosjtejjsl cruffl(3(Tjl(Sc06)6ne®io6nD. tacuolcn 
njjoranj) B(3'^oaru cncniffljo cruocDcnratmlsKi^ Cruajo b(3<^octu 
aijotsajcm ailtmailcffijo aj^cBaimocon csaeuaijjsjrarailcsDlalceasmo. 
B^<^ocTU cuimcTuncejgjas 22-00 (UcSjjrij ratacnjcTualJ 
(3iacu1<ft>oafflijjsj85tm1cs2) gcB_!)0m(TUDa3 cnaScftncsD anejcruoScru 
cftijsl CTUffl(3(jj1 fficos) sne aio erh. aaejcruoficru cajsofflsn 
(Tum(3(jj1c36)2<m B^<^o(Tujcft)C/3 njalcnsmlcBajcmo)^. cSiaocS 
ejelcOffljoDQffloaS ODlasulcs) raragojjcOjglejjgg nj0cs3)c6«)g2cft)g1ej0cs«)l 
rararaiocroj cninonjmsaBglraS cnaScajajoofi enjoui^cnioanoerh. 
(Sa£l0O6313C/3 SSInJOeilraS 6016116(11(3 (3ta(H)(X2)ce6)jaT)(WlaDJG01Sn§ snjtft) 
(' 100 ) csra cdI cSj a 0 cffll (ataoDOfflGceaerecrooerr). B^fieiocru 
eoDoorarailao^ oilei aonnlirultisS 6cna1e§o aemlGoaioiSru)^ 
arajecQio (Tuj1cft)a1c06)jcrD((no6TiD. (3ta^offl(?j)cmjgg 
aiaGnJcOiUcejgjo cnlaoDlcOffljoTKmoerh. eoOOOGtiSTtnoosoijjo 
ajLB(jjt.(!S)63i3ego aegaimaleijo ecuiOcOj^oaci^jcejego (3ra(i»c]Q)ce6)oci3 
(gTaiOic/ai,afjS]flcft>36ngi33ai]o eaaSoileiocnio oi^ijcMnaeiotiiTtiKrojaocQ) 
a6ml6CQ)0(3ru)O2cft)C/3 cnlaiTulceeijcinDctnosTiD. asTDlQQfflo^ojoojcejoS 
OKPl ea£ioo63i3c/3 (3TdiOi(java^sia<fti36ng]33 csiaenJcftiiicejiTS 
aooDlcrulcisS 14 - 9 - 2015 -nn ajcrSrJ cft.1§1(!a)1a1<fl6)6mo. 
(moacTul^jcejIgjaD a6ml6t)C!)3(3ru}Ojcft>(/3 (iDlo(Tulces)2CinD(i336rh. 
B{3'^0 (Tu ea£i30o aacft>a3O0CT3 ruos1ei3(!5TS)(!j)io ao1c96)o3 (masnj 

50 0 ^ 

(wlal^j cftn§jcm(!S)ja^. cmoacrul^ caTIgjanD B^<^0(Tujcft>c/3 
(i»oo(ro3aj ca)306moi(jaoeijo arui1<fl30lc96)2anD(?j)ei. teijsjctiKisS 
OilOia63I3C/3 (.nJfUi«5Ti5)1 Bl01CrU6313g1(i53 a3tiDlcTu1a8 cnionojo 

eie_!|a36rh. 


No. C2/12467/2015/GMCT. JJth August 2015. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of the following items for the 
MCH & SATH, Govt. Medical College, Thiruvananthapuram. 
Tenders should be superscribed as tender number 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this office on working hours till 3.30 p. m. 

Tender No. —21/2015. 

Details of items— Bread (White Sandwich Bread)— 
68800 kg. (800 gm/pkt.) 

Cost of tender form (VAT inclusive): 

Original—' 6,200. 

Duplicate— ' 3,100. 

Last date and time for sale of tender form— 

28- 9-2015, 3 p. m. 

Last date and time of receipt of tender form— 

29- 9-2015, 2.30 p. m. 

Opening date and time of tender—29-9-2015, 3 p. m. 

Tender forms can be had from the office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge ( ' 50 each) is sent by way of 
Money Order in favour of The Principal, Government 
Medical College, Thiruvananthapuram, Kerala State, 
Pin-695 Oil. Money Order should reach this office on or 
before 14-9-2015. No other form of remittance will be 
accepted. 

Requirement of Breads for MC & SATH 

MCH ^0000 kg. 

SATH —28800 kg. 

Total Qty. Required —68800 kg. 

Rate '—45.70/kg. 

Total Cost — ' 31,44,160. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 
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4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


(4) 

mcnj^ cn 5 l 3 - 743 o( 2 )/ 20 i 5 /cn).aa.G< 930 . 


2015 (3Td)Cr)(T^ 20. 


5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirement in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


«5)1fflj(iicnamnjjfflo eimaulcesiHsS CcajOQgK ratajoajnJLroil 
coilsiei cru(3Ko1 cu)l(jjo( 3 § 6 )i 2 ia^lGeic 9 ffl ratajojcra^jifflocc!) cud. oil. g 1 . 

nJCTU (2 r4)6TT)o) ai1®)06mo S)iiJ<gjCm(!S)1(T) CnlcMlISD 

CBtiDooraroilraS 3(3'^ocruj <9308 cftflisml^jeicSjOggjcmj. 

3 (3'^ocn)jc93C/3 B^'^ocru cnmjcraosjcejjsl cnlcMilcro (roloixmlte® 
ajoSoj (.nJlci3cru1<jjo(/3, cncusnSeimci^'' simcujIcsaoS cscSiOcsgK, 
cailajoicDCTOiojjao-egs on (uleiocrurarailcisS n^cistml^lal 

CBcOfflsnecmosrn. 

3{3aejOCTU CnOQJ^-24/2015. 

3(3'mio(Tu (BciDooranalfflag culei: (oilaSijjcr) cnlcfcjcinl 
gc/Sacjjns) 

aracruaS—' 950 . 

cn) 

c/&a3fyc93(3fy— 415. 

G^<^ocru (StiDooo cuIcnSceajaT) aiaojcruocn cmlocscnlaDjo 
cruacsjcujcD— 28 - 9 - 2015 , 3 asml. 

3(3aejocTU (Sooooo CTujIcaalceajcm atamomoon (jnicmailcffijo 
cruacmcujcD— 29 - 9 - 2015 , 2.30 msml. 

3^<^ocTU (OTjOcBajcm c!S)lQffla)1(i»jo crui 2 i(i»(iijo— 29 - 9 - 2015 , 
3 asmi. 

(la£l0O63I3C/3 (OlnJOeiltuS (SmSTTeOJ^ aia<I»C!C»c06)JCinD 
ailcnjeruerB aijA (' 50) ataudcftmoasl ataajxrsoceasnecmoern. 
B^riejocTU (Baoooarailaci^ (ulei aooolcrulcjsS ecnalago 
asmlcsaso^cuj^ c3ia)CB(r»o crudcejaltsajonDaiosrn. araeioacmcsDjgg 
ti^mo (atacBnJcftfldcfljgjo cniacnilcsajcmcmosm. cstiDOOGtJsrtnofflsocjjo 
ajt.f3ijjL®)63i3CBgo aegacaiffiTlejjo cscmocsj^iijamo^jcejcsgo (atatrscmcefflocTS 
ata)(iJcai0(jj§jatft)O6nejgg(rojo GmcjsSculejocruo (u^cSCOTmmocisimaijfflocm 
asm1(scn)o^cu)ojce3C/3 ODlacruIcBajcrrxaioern. m6m1ecs)0(3cu)ojcft>c/3 oepI 
csnnoo63t3c/3 at5)(iica^a(jj§jatft)06nejgg aracsrUcMdcftaS 
aotiDlcrulaS 10 - 9 - 2015 -cn 3 aemlcsaj ffljo3nj cft)1§1(r»1a1<effl6mo. 

a)oaaru1^jcft>1§jcinD asmlcBcsDo^cuiojcejaS cnlacrulteajcrrxmosnD. 
B^c^ocru (SnDooo fflacSjmooocd njoslmocsimcrojo aaltesxnS aras^ 
aijcft) ailal^j tangjanDcm^am. (rooffloml^ teUgjorn BtS'^ocrujcftc/S 
offloacmoaj teioasmcucaoeijo crujlc&alceajcmcmei. c&jsjcmaS 
(u1(ija63Bc/3 LnJfu^^aKal alojcrusanglaS ^cd fflOoDlcruIcnScnlcnDjo 
eielcSffljoTxmosTT). 

No. C3/7430 (2)/2015/MCT. 20th August 2015. 

Sealed competitive tenders are invited for the 
purchase of DVT Pump (2 Nos.) required for the Surgery 
Department, Medical College, Thiruvananthapuram. 

Tenders should be superscribed tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—24/2015 

Cost of tender form (inclusive Sale Tax). 

Original—' 950. 

Duplicate— ' 475. 

Last date and time for sale of tender form— 
28-9-2015, 3 p. m. 
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Last date and time for receipt of tender form— 
29-9-2015, 2.30 p. m. 

Last date and time for opening of tender — 
29-9-2015, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficiant postage charges 
(' 50) is sent by way of Money Order in favour of 
The Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 10-9-2015, 
3 p. m. No other forms of remittance will be accepted. 

SPECIFICATIONS 

Intermittent Pnenmatic Compression DVT Pnmp 


(5) 


cncnj(3 arul3-7430(4)/20i5/ng)o. (nil. g1. 2015 ratdjcrxrg is. 

(mlffljojcncTTOnjjfflo aanuDl cMraS CBcftiOcsgKlsej ctu^koI 
(3td)(uc®_!|(2ioc)Q) crulolstau ojcru —3 c^smo 
(ulcwfflsmo odIctd 

(3^<^0(n)Jtft)C/3 cBAI6rr)1ii-|ifflcft)0331(tT)T 

o(3'^o(tu cncnj(3—25/2015. 

3^<^ocru (Sa£ioo(?5i3ilffla^ ojlei: 

raracruroS—' 630. 
cn) 

C/OCDli^cOidry- 315. 

3^(iejocnj ffinDooo ojlcjsStBffljam oraojcruocn (mlcmcmloDjo 

CTUacSDClJJo-28-9-2015, 3 (261101. 

3(3<^oanj (Sooooo cruj1ca)Olc66)jcm caidcucruono snlascmlosjo 

CrU(2(!ffl(11Jo-29-9-2015, 2.30 (261101. 


The compression system should have: 

1. Sequential gradient and circumferential 
compression arround the ankle, calf and then the 
thigh. 

2. Gradient compression in decreasing range of 
pressure from ankle to thigh. 

3. Venous return of individual patients should be 
sensed by compression system itself using the 
tachnique of air plethismography (VRD System) 

4. Provides animated alarm resolution were animated 
icons communicate the cause of alarm and remedies 
for alarms. 

5. Controller should provide reduced noise by having 
vibration dampeners and soft over moulding. 

6. Controller should have graphic user inter face of 
3.2 inch colour LCD screen which provides large 
icons for greater visibility. 

7. Controller should have USB port. 

8. Battery back up with heavy duty batter which 
supplies power for 8 hours for uninterrupted 
compression. 


3{5aeiO(TU OTIJO c86)JC11D (T0103)85)1 CO)Jo (TU(203)(11Jo 

29-9-2015, 3 (26m1. 

3 ^(iejO(TU (Sci£i 0O6313(/8 ((SlnJOeiloS (S(lJ61ie(11^ (3ia03)a2c86)J(11D 
85)1012(8(1161® 85)2cft) (' 50) (31d (Ul eft) (2 0 03)1 (31d 03) Offl (B <36) 61® 

85)06111. 3^<^0anj (Ba£IOOa51i5)l6)0^ (lilej 630a£l1ai)1a53 (Sni8)1(S§0 
a611)1C03)0(3oi)^ (313)003)0 (n)j1cft)8)1c96)2ail85)06ni. (313ej06)85)03))33 

ti^mo (313QoJtfti3d<ft)g2o (l)l8)(n)1eB6)2Cm(!5)06ni. (BtiDOOG851!5)06)SO(jjo 
(2eg6)85)ffi3lej2o oouoefe^ijfflfflo^jefecgo 
(313 03) 02 <06)003 (313)(lK/32,6)iTj§26)ca)06r®2gg(!5)2o 0(2(!53(lj1ej0(lUo 

(U_|)<085)(2eiO85K5)(!5)2(2OO2 l26ir)1e020^CU)02<ft>(/3 Oll8)(n)1c06)2O1185)O61D. 
a6nilG020^oi)02cft)(/3(iJS>1 CaOooeauoS (gi3)(U(/3i,6)(^s)6)ca)06i®)33 
(313(lrLj<ftiil<ft)(/3 63 0n£l1(n)1a53 10-9-2015-0) (2J(l3nJ 

<ft>1§102l 8)1 < 06 ) 611 ) 0 . 85) 0 2(11)1 ^2 <0)1 §2 on a6nilGO2O^OI}O2<0>a3 
oil© 01)1 <06)2 on 85) 0 611). 3^<^001) GciDOOo 6)6)<0)fflOOOO3 

nJ0Slm085ro)85)2o 63ffl1c06)853 (313S^ 85)2c0) 85)1ffl1^2 'Sd§2Cin085)2fflm. 

85)0201)1^ <0)1§2Cino 3^'^ooi)2<0)(^ 0206)85)0ffl2 <0)Oa6in(iJcrooej2o 

(n)j1<0>ffl1<06)2on8))m. <0>2S285)853 (ij1(iiffl63B(/3 LoJOJ^^aiiml 

3l(lJ01)63)3gl858 630a£l1(lulG53(n1on2o eie1<06)2On85)O6111. 

No. C3/7430(4)/2015/MCT. 18th August 2015. 

Sealed limited tenders are invited for the supply 
of 3 Numbers of Syringe Pump required for 
the Department of Surgery, Medical College, 
Thiruvananthapuram. Tender should be superscribed 
Tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 011. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender Number—^25/2015. 


9. System should accommodate signle length 
operation or both if needed. 

10. Leg sleeves should have bladder geometry evenly 
distribute pressure across these bladders with 
minimal pressure points. 

11. 25 Nos. disposabale leg sleeves (medium and small) 
to be supplied with each installation. 

12. FDA/ISO/CE mark certified qualified product. 


Cost of tender forni (inclusive of Sales Tax): 
Original—' 630. 

Duplicate— ' 315. 

Last date and time of sale of tender form 

28- 9-2015, 3 p. m. 

Last date and time of receipt of tender 

29- 9-2015, 2.30 p. m. 

Opening date and time of tender 
29-9-2015, 3 p. m. 
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Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( ' 50) is sent by way of Money Order in favour of 
The Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 10-9-2015, No other forms of 
remittance will be accepted. 

Technical Specifications 

1. Should be easy to use and nurse friendly. 

2. Should have large format LED/LCD/TFT display. 

3. Should have manual/automatic syringe loading with 
automatic syringe recognition. 

4. Should have a minimum flow rate range from 
0.1-1200 ml/hr for 50ml syringe, 0.1—lOOml/hr for 
20ml syringe and 0.1-60ml/hr for 10ml syringe. 

5. Syringe range from 10-50/60ml. 

6. Should have a flow rate accuracy of ± 2%. 

7. Should have a bolus rate upto lOOOml/hr for 50ml 
syringe. 

8. Should have automatic and manual bolus. 

9. Should have atleast 3 levels of programmable 
occlusion pressure. 

10. Should have automatic bolus reduction system to 
avoid accidental bolus delivery after occlusion 
incident. 


11. Should have a rechargeable battery with back up 
time of minimum 2 hours. 

12. Pump must trigger following alarms with visual 
indication:— 

(a) Occlusion Pressure Alarm 

(b) KVO or 3 min Pre-alarm 

(c) Syringe empty and volume infused alann 

(d) Internal malfunction and Battery Charge Low 
Alarm 

(e) Syringe disengaged and incorrectly placed 
alarm 

(f) Alaram loudness control 

(g) No mains 

(h) Line disconnected (rapid pressure drop) 

13. Should work with input 200 to 240 Vac 50 Hz 
supply. 

14. Should have safety certificate from a competent 
authority CE/FDA (US)/STQC CB certificate/STQC S 
certificate or valid detailed electrical and functional 
safety test report from ERTL. Copy of the certificate/ 
test report shall be produced along with the 
technical bid. 

Government Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


3(3'^0CTU njfflcru^ljo 
( 1 ) 

aDcnj(3 (Tul2-3625/20i5/ru}l. ami. g1. 2015 ratajcncrg 17 . 

(rolffljojcnamnjjfflo (ucusnaDma^'' flcnnraS OcSjoegsIcnS 2015-16 aj(3nado ejoocoS runasTtnogsl (iJce3j(jjlG53 ejoj (.fuasne eejocuilocn 
noucru'.fll' esoaj 630(i§o Ocaoj, 65.r4)o.ag)rU3 .ti^cTU. (u eft) j cjjl G Ej ceffl fflsne Ltuasns GEJOCU) (20 Ejlg^ <03 (jj 0 ami g1) 

aoegoGcaoj, e(.nJO<rue®)oecu )0 6ne1efeam cueSsjcjjlcejese) soj ef3iio(3§ 6)s)am<66)1 c/3 63oe§oecftoj, njlecu/OGCu/osrelifeam 
ajc03j<jj1 eejessi' asre (.oosne gejocuI 650G§oe<&oj culraro)' (U0eS3jo rarajog'' (.cu/csxloc/f as)amces)1 c/3 a^cimlm mlcmaemo 
Qisjc^jcmcmlcn cnlc/aflcro CaOoocminlcaS mccsimfflnmjeocuraKnlejjgg 3^<^oamj<e3C/3 cft3i/6nDl^j6)cft)Oggjcmj. (roo(i58ijja_|,i2ijgg asereo^ao^ 
0ScftaDlc9SKcs3 snjlcu)jo nn1aDOCT3c3ii^ci53 enilcu/jo t.r>J(5(®ic930 cSDCUOjeftsglraS s/njcmcm amffl^ijjletsfflsnecroosrn. ascfbcnleftoroS emicuj 

gc/36)<s«)0gg1^ cftsCUoloDjnjjoccsTtn “s)S6ne^ cnenj^ i4/20i5-6)ScftaDlc96)(i58 enilojD” n^onojo ao1mocT3nad_||K53 snilcLD gc/3s)<s«)0ggjcm cSdOj 
oloDjnjjoraiOT “s)ssn§(3 cnenj^ i4/20i5-tiDlcnoa3n9d_i((i53 srulcu/” ci^ciujo re^ipjcml eiij(3cce6)6necno6nD. 6)Sefcm1<e6)ra3 erulcuilacigcffljo 
aoIcnocrSrfidicaS snjlcu/lfflo^csxjo ce3(uoj<e3C/3 sboj <ft>(uo1ej0c9S)1 eSsOJoIcnjnjjociSTin “6)S6ne(3 onaoj^ 14/2015 aflciilcu Ciice32ijjjc93g1cejcea 
BOG§OGcft(ij (liloifflemo einj^jcmrailoDjGciieneT’ n^oru effl6ii6)(jjsjc!5tm1 “dl tpJlo3am1(jjoc/3, cncnenSfflaa^ ooraKsS ecft)OGgK, (rolffljojaDarainjjao, 
ru1ci3-695 oil” <10000 emra 3 (iileioamci 5 t! 5 ) 1 c !53 o^cmcnl^jcmeasnecmosm. 

3^<^oanj cnaoj^— 14 / 2015 . 

3^'^oam Gaooocmmlaci^ oilei: 
ratdomraS—' eoo. 

CTO 

njcfti^rij- 300. 

3(3<^oamj<fl3C/3 eielcOffljanocrolcnjgg carscuamom (roldscml 23 - 9 - 2015 , 2 msml carejsno. snoaoml J eielcsojcm fl(3rieioam2cft)C/3 
omilcftiffllcOffljcmcmm. siScftcnlcOoraS srulcu/ 23 - 9 - 2015 -cn 3 asmlceffl f3(3<^oam onccsScftilcsxciiajeisecn/o caracnrajeis catdocnlcOD^cm 
t.<iJciS)1an1cjDl<ft>gj6)sccQ)o amoanolfjD^cOTtnlraS (cnjocoffljonocroc/sm. 
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(n)2K3<jj1c9ffloa6 (atajLWnDlcSffljcmru^ (.nJltiSorulajoaS, cocu 611801210 ^'' sororaS cBc&ocBgs, tmlrajojcncKDnjjfflo-ii 
nj 1 a 3-695 on-ecDos csracBnJcMdleteaeneRnjo cnlasulsn sssnscS CoDooo cuocBsaBsneanjmoerh. ssenecS CtiDooffltmlcnocmjgg 
(3iaeoJc9iii(S(r»o0SO(jjo i2ijcft>glKs8 crujiijlijjl^ 1 ffl 1 <flS)jaD cn 1 fflc 06 ) 1 ro 3 aaj etiDoororoOncig cdIosuI®) culej ejsjecsasnesnjo raratm saj 
cftioa STD (u taoejio railalacft) cnraSceji am cs)i a ej. G^<^ocru CoDoosmaS aacafflooo Siijtra anj so cui am cm ej. racS'^ocru 

(i 006\) O^oUfieV) 

eoDOORSfffinaag oilaS^m 10-9-2015-ah 3 aemlcuaa rarejcrslalceajo. racS'^ocru OtiDooraKnlacig oilejcffiocrsl anjcsajcsscsgo Cruoear^K 

(T^omjjca>(sgo (Tujlcfljalceffljamcnej. f3(3r>eiocru cbciDooo (ulnjl.njl. rarajccsl ratacsxcmceffljcimcmej. a(3<^oaru oaiiooffltmlaci^ nJcSj^ry 

aocBaoomlan^csxjo nilej mj<ft>g 1 a 8 omjiijIcjjl^lalcsajmocmocQjIalteajo. (mnJoeilraS 3 ( 3 <^oanj ennooo CBOjemafflnmjggaj^ 3 ( 3 <^octu 
etiDOORsrffiTlaag (ulejecmoasocjjo ' so raracDlcejo CnJoa^tsS ffliijejoilcgejcoaocnn aemneoQJOcSnjucS ajesum crum^cjjICceasTTeOTioerh. 
msmlecffio^njocS ejelcBceasne csiacucruom ®) 1 cc»(!S )1 11-9-2015-ch 3 asmlojaa ratajcoflalceajo. 

No. C2/3625/2015/DCT. I7th August 2015. 

Sealed eompetitive tenders in the preseribed form are invited for the supply of a Front loading desk top autoelave 
( 1 No.) for Department of Oral Pathology, Front loading 20 litre eapaeity autoelave (2 Nos.) for OMFS Department, Short 
eyele autoelave ( 1 No.) for Department of Prosthodonties and front loading autoelave with vaceum and drying eyele 
(2 Nos.) for the Department of Pedodonties of Government Dental College, Thiruvananthapuram for the year 2015-16. 
Interested tenderers may submit separate “Teehnieal bid” in one envelope superseribing “Tender 
No. 14/2015-Teehnieal bid” and separate “Finaneial bid” in another eover superseribing “Tender No.l4/2015-Finaneial Bid” 
and should be addressed to the ‘Prineipal, Government Dental College, Thiruvananthapuram, Kerala State’. Both eovers 
should be inserted in one eover duly sealed and should be addressed to the Prineipal, Government Dental College, 
Thiruvananthapuram, Pin-695 Oil, Kerala State, superseribing “Tender No. 14/2015 for the supply of Autoelave for various 
Departments”. 

Tender No.—14/2015. 

Cost of tender form: 

Original—' 600. 

Duplieate—' 300. 

Last date of reeeipt of tenders will be 23-9-2015 at 2 p. m. Late tenders will not be aeeepted. The Teehnieal bid will 
be opened at 3 p. m. on 23-9-2015 in the presenee of sueh of the tenderers or their authorized representatives, who may 
be present at that time. The Finaneial bid will be opened after the date of opening of Teehnieal bid under intimation to 
the tenders whose Teehnieal bid found to be aeeeptable and that the date of opening of Finaneial bid will be intimated 
through e-mail, by fax and by telephone. No eommunieation will be sent to tenderers whose Teehnieal bid seemed to be 
not aeeeptable. 

Intending tenderers may, on applieation to the Prineipal, Government Dental College, Thiruvananthapuram, 
Pin-695 Oil, Kerala, obtain requisite tender forms on whieh tenders should be submitted. Applieation for the tender fonn 
should be aeeompanied by a eash remittanee shown above, whieh is the priee fixed for a form and whieh is non 
refundable at any eireumstanees. The tender forms are not transferable. Sale of tender forms will be elosed at 3 p. m. on 
22-9-2015. Cheques, Postage Stamps ete. will not be aeeepted towards the eost of forms, nor will the forms be sent by 
VPP Duplieate tender forms, if required, will be issued by a eash remittance shown above, per copy. Tender forms will be 
sent, if required, by post on payment of an additional amount of ' 50 as Postage Charge in the form of money order. Last 
date of receipt of money order is 11-9-2015 at 3 p. m. The specifications and tender schedule attached to the tender 
notice will forms part of this tender notice. 

Schedule 

1. Superscription—Tender No. 14/2015 for purchase of 

(a) Front loading desk top autoclave (1 No.) for Department of Oral Pathology, 

(b) Front loading 20 litre capacity autoclave (2 Nos.) for OMFS department, 

(c) Short cycle autoclave (1 No.) for Department of Prosthodonties and 

(d) Front loading autoclave with vaceum and drying cycle (2 Nos.) for the Department of Pedodonties. 

2. Tender form can be had from—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 

Tel: 0471-2444092, Fax No. 2444092, e-mail-principalgdctvm@gmail.com. 

3. To whom tenders are to be sent—Principal, Government Dental College, Thiruvananthapuram, Pin-695 011, Kerala, 

Tel: 0471-2444092, Fax No. 2444092, e-mail-principalgdctvm@gmail.com. 
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4. The date up to which the rates to be in firm—One year from the date of submission of tender. 

5. The rate should be inclusive of S.T. and other taxes, Duties, Levies, Insurance, Freight charges. Packing and 
Forwarding charges etc. and free delivery at concerned Department/Section/Office. 

6 . Tenders to be submitted in details with illustrated pamphlet (Wherever necessary) neatly typed, written manuscripts 
should be avoided. 

7. All offers to the tender should be accompanied with the formal agreement executed in ' 500 Kerala Stamp Paper 
contemplated in Annexure 2 Store Purchase Manual 2013, Kerala, together with the required sum of Earnest Money 
Deposit (One percent of the total cost of articles strictly tendered which can be remitted by way of Crossed Demand 
Draft only favouring the following.) 

“ PRINCIPAL, GOVERNMENT DENTAL COLLEGE, THIRUVANANTHAPURAM ” 

8 . Advance payment conditions will not be considered. 

9. Tender forms are neither transferable nor the cost refundable under any circumstances. 

10. Sample should be produced and demonstration done as and when requested. 

11. For each item the upper limit of No. of offers/rate is restricted to 2 (two) and the 2nd offer/rate for an item must be 
substantiated with sufficient EMD, if the second offer is not accompanied with sufficient EMD that will not be 
considered for selection. Tenders quoting more than 2 offers/ rate for an item will not be considered for selection. 

12. Soft copy of tender rate and specification in Microsoft Excel should be furnished along with original tender in the 
following format: 

SI. No. Item Specification Unit Rate 

13. Brand name/make of item should be clearly mentioned. 

14. Tenders with insufficient EMD will not be considered for selection. 

15. Belated tenders will not be considered under any circumstances. 

16. Tenders unsealed, unsigned on all pages and appropriate spaces or submitted without superscription will be 
rejected. 

17. Distributor/supplier should produce authorization from the manufacturer in their official stationary. 

18. Negotiation will be made only with the firm offering lowest price whose specification conforms to the requirements 
in the tender notification and tender schedule. 

19. If complaints are reported the supplier should take back the item at their cost and risk. 

20. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

21. The rate should be quoted in Indian currency and payment will be made only in Indian currency. 

22. The only jurisdiction of any dispute regarding the purchase will be at Thiruvananthapuram. 

23. The photocopies of the documents produced along with tender should be attested by a Gazetted Officer. 

24. If the date scheduled for opening of tender is declared as a holiday, tenders will be opened on the next working 
day at the same time, same place. 

25. Tenders should bear the Signature/Seal and full Postal Address, Fax No., Telephone No. and Mobile Phone No. of 
the tenderer wherever necessary. 

26. Tenders will be opened in the presence of such of the tenderers or their authorized representatives who may be 
present at that time and they should have valid authorization letter. 

27. Compliance statements of each of the specification should be furnished, clearly. 

28. Warranty condition should be stated. 

29. Offer of AMC/CAMC should be specifically mentioned. 

30. The conditions prescribed in the schedule and detailed specification of equipments will form part 

31. Warranty prescribed for the tender is as follows: Tender No. 07/2015—2 years. 

32. AMC/CAMC prescribed for the tender is as follows: Tender No. 07/2015—5 years after warranty 

33. The conditions prescribed in the schedule and detailed specification of equipments will form part 


of tender notice, 
period. 

of tender notice. 
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Details of Items 




Tender No.—14/2015 


SL No. 

Department 

Name of Equipment and Quantity 

Specification 

4 

9 

34 

Oral Pathology 

OMFS 

Prosthodontics 

Autoclave—1 No. 

Autoclave—2 Nos. 

Short cycle 

Autoclave—1 No. 

Front loading desktop 

Front loading-20 litre capacity 
Shortcycle and high volume pre and 
post vacuum pump for perfect 
class B sterilization results. 




316 L grade stainless steel chamber 
and door with electro polish 
finish. A built in steam generator 
provides steam and facilitates a 
standby. 

38 

Pedodontics 

Front loading Autoclave 
with Vacuum and Drying 

Cycle —2 Nos. 

Table top, 22 Its or higher capacity, 
Fully automatic micro-processor 
based control. Sterilization chamber 
made up of thick stainless steel 
sheet, tested for high pressure. 
Digital timer both for wet & 
dry cycle. Auto drain of water to 
reservoir tank & also condensation. 




Alarm after the total command is 
completed. CE certified for safety and 
sterilisation capacity. 

01011(3 01)12-3928/2015/01)1. 01)1. Ol. 

(2) 

2015 C3TD)C/)(ru 17. 

oo 


(mlffljQjcncnnojjfflo mojenSaaci^ soOTraS cstfeoegralcnS 2015-16 (U(3n3do rjleajDoeaDosnelcacru (Uc&jijjleejcSffl ami s30cb§o(b<930j, 

0cijffl1e(S3)O(sojDO6TTe1c&cru ojteijcjjleejcSffl osne (BnJO(8§snilc/8 6?o(s§ocscftOj a^anlnj nilsnasmo anj^jcmcmlch (Dlc®jl(m eaDooraiOTlcnS 
masrufflCTUjeoajOTKhlejjgg 3(3<^0(Tujcft>a8 cMjsml^jacSjOggjnnDj. (mora3(Tjffl_!ji2ijgg assnsdaod ascfbcnlcearaS sruloDjo ri£i1(Doa6nid_!)R38 
snilojujo t.nJC®>_!)cft>o taojojtejglcoS ajL^smo a\)i2K3(Tj1eces)6ne(roo6nD. asAcnlcsaraS srulru) soSacBaossln-i c&ajolaDjojjoraim “assnscS 

ODOucS 15/2015—ascfecnlcoaraS erulajD” o^cmjo ciDlaDoo8nad_!|R38 erulajo gc/3a<eaoggjanD tejOiolcDjnjjorarai “assne^ cncnj(3 
15 / 20 i5-ri£i1cnoa6n3d_^(33 aulojo” n^cmjo ag)s>j(ro1csiij(5e(fla6ne®)oaTD. asc^cnlcoaRsS snjIojDlacigdsjo a£i1moo6n9d_||Rs3 enflojDlacigdsjo 
tOjOiojcOjaS 63fflj tOjOioleiOcoal cojcuolcnjnjjoastiri “asane^ cncru^ 15/2015 culailu) cucajjijjjc&glcBejtoa 6?oe§ocs<feoj rultmfflaDo 
aiij<§)jcmffl)l(Dj(iaiane1 n^cm (ifflaja(jjsj85tm1 “ 3 I LnJlciSomlijjoaS, cncuartSaaici^'' raomraS ecosocsg^, cmlffljajoncKDojjfflo, rLjla3-695 011 ” 
n^cm (SfflraSajlejoaruciTSildsS n^asrsil^j (rocsfflaneraioanD. 

3^<^0Cnj ODOU^-15/2015. 

3^'^oom (Sa£lOO«5TS)laCl^ Clilei: 

raracruraS—' 900 . 

CTO 

nJcOD^aJ- 450. 

3(3(iejo(TU2<fl3C/3 ejelcoajaDcmlcnjgg raiaaiaruom (mlcsDsnl 23 - 9 - 2015 , 2 asml rarajerh. (oioaicrul J eielcoajonD a^r^ocrujcSjaS 
crujltejffllceajcmffliei. asAcnlcoaosS amlojo 23 - 9 - 2015 , 3 asmlcoa acSfieioom ODcisScejIasaiajasecsDO csiaoiajas (3iao(X)1<ft>^«5i 
LnJcmlnnlcjDlcOjgjaseofflo (TuoanDlfSJD^roroilraa (rojocsajcrnsnoam. 

3(8<Teioam (Tua(5ijj1 coaoa3 rarejtco odI coajcmoi^ (.t^iTcT^crwlijJoc/3, cncuarrSamng'' 3CTOTra3 (ScOioegK, snlajcucncimnjjao, 
njlci6-695 oil n^cm (lileiocrufflTSilaS rataeoJcMdIcscoasnecmjo crilaailai assne^ CtiDooo cuocssiJBsnecnjfflosrh. asane^ CBaCoocormlcnogDiaa 
(313ffioJcMie 00 ) 0 asO(jjo i2ijcft>g1(38 crujiiilijjl^lalceajcm cnlac0a1ra3 aaj (StiDoorartnlacig cnlcmilo) ciilei asjcscoaaneaijo (man ami 
cftioa am (11 caoejio crolalacft) mraSceji cm rail a ei. 3^<^0 (tu CoDooasBoS aacaaooo a^ijcra anj so (ui cm o) ei. racS'^ocru 

(i 006\) 0^(iI|(i6V) 

eon 00 (01(5)1 a( 1 ^ (u1(53(jjm 22 - 9 - 2015 -ai 3 aamloiaa orajcmialteajo. a^'^ocru (Sa£ioo(aT5)1acig (uleiasocml anJcsajcOjCgo CciJOCBCTjiK 
(n^octujcojcsgo cn5j1(fl3a1c9a2cm(0)&. B(3neiocru csciDooo (ulrulojl. orajcml (3T3cs3)(mc8a2cm(0)&. (3(3<^ocnj csoo 00 ( 010)1 acig oJcOj^ry 
aocBaocmlaci^csxjo ciilei mj<ft)g1(o8 crujiJIcjjl^lalcoajcmcoiocjQilalteajo. (O)njoeil(o3 3(3<^ocm ennooo Goiamafflcmjggoi^ 3(3 <^octu 
enH 0 0(010)1 acig ciileKsasoaso^jo ' 50 raraoiltSio CnJO(T|)(o8 anjeiciilcseicoaocml aam1(S0Q)O(3cu)(3 ajcssucn cn)m^(jj1ecoaane(0)oam. 
mam1(S(r!)0^cu)(3 eielcBcoaare oraoinDoci) (0)1(!C»(0)1 11 - 9 - 2015 -ch 3 aamloiaa rarajtrDlalcoajo. 


393 






15th Sept. 2015] 


STORES PURCHASE 


1144 


No. C2/3928/2015/DCT. 17th August 2015. 

Sealed competitive tenders in the prescribed form are invited for the supply of Flash Autoclave 
( 1 No.) for Department of Pedodontics and Portable Autoclave (2 Nos.) for Periodontics Department of Government 
Dental College, Thiruvananthapuram for the year 2015-16. Interested tenderers may submit separate “Technical bid” in 
one envelope superscribing “Tender No. 15/2015—Technical bid” and separate “Financial bid” in another cover 
superscribing “Tender No. 15/2015—Financial Bid” and should be addressed to the ‘Principal, Government Dental College, 
Thiruvananthapuram, Kerala State’. Both covers should be inserted in one cover duly sealed and should be addressed 
to the Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala State, superscribing ‘Tender 
No. 15/2015 for the supply of Autoclave for Pedodontics and Periodontics Departments’. 

Tender No.—15/2015. 

Cost of tender fonn: 

Original—' 900. 

Duplicate—' 450. 

Last date of receipt of tenders will be 23-9-2015 at 2 p. m. Late tenders will not be accepted. The Technical bid will 
be opened at 3 p. m. on 23-9-2015 in the presence of such of the tenderers or their authorized representatives, who may 
be present at that time. The Financial bid will be opened after the date of opening of Technical bid under intimation to 
the tenderers whose Technical bid found to be acceptable and that the date of opening of Financial bid will be intimated 
through e-mail, by fax and by telephone. No communication will be sent to tenderers whose Technical bid seemed to be 
not acceptable. 

Intending tenderers may, on application to the Principal, Government Dental College, Thiruvananthapuram, 
Pin-695 Oil, Kerala, obtain requisite tender forms on which tenders should be submitted. Application for the tender fonn 
should be accompanied by a cash remittance shown above, which is the price fixed for a form and which is not 
refundable at any circumstances. The tender forms are not transferable. Sale of tender forms will be closed at 3 p. m. on 
22-9-2015. Cheques, postage stamps etc. will not be accepted towards the cost of forms, nor will the forms be sent by 
VPP Duplicate tender forms, if required, will be issued by a cash remittance shown above, per copy. Tender forms will be 
sent, if required, by post on payment of an additional amount of ' 50 as postage charge in the form of money order. 
Last date of receipt of money order is 11-9-2015 at 3 p. m. The specifications and tender schedule attached to the tender 
notice will form part of this tender notice. 

Schedule 

1. Superscription—Tender No. 15/2015 for purchase of 

(a) Flash Autoclave 1 No. for Department of Pedodontics. 

(b) Portable Autoclave for Periodontics Department 

2. Tender form can be had from Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 
Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

3. To whom tenders are to be sent—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 
Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

4. The date up to which the rates to be in firm—One year from the date of submission of tender. 

5. The rate should be inclusive of S.T. and other taxes, duties, levies, insurance, freight charges, packing and 
forwarding charges etc. and free delivery at concerned Department/Section/Office. 

6. Tenders to be submitted in details with illustrated pamphlet (wherever necessary) neatly typed, written manuscripts 
should be avoided. 

7. All offers to the tender should be accompanied with the formal agreement executed in ' 500 Kerala Stamp Paper 
contemplated in Annexure 2 Store Purchase Manual 2013, Kerala, together with the required sum of Earnest Money 
Deposit (One percent of the total cost of articles strictly tendered which can be remitted by way of Crossed Demand 
Draft only favouring the following.) 

“ PRINCIPAL, GOVERNMENT DENTAL COLLEGE, THIRUVANANTHAPURAM ” 
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8. Advance payment conditions will not be considered. 

9. Tender forms are neither transferable nor the cost refundable under any circumstances. 

10. Sample should be produced and demonstration done as and when requested. 

11. For each item the upper limit of No. of offers/rate is restricted to 2 (two) and the 2nd offer/rate for an item must be 
substantiated with sufficient EMD, if the second offer is not accompanied with sufficient EMD that will not be 
considered for selection. Tenders quoting more than 2 offers/ rate for an item will not be considered for selection. 

12. Soft copy of tender rate and specification in Microsoft Excel should be furnished along with original tender in the 
following format. 

SI. No. Item Specification Unit Rate 

13. Brand name/make of item should be clearly mentioned. 

14. Tenders with insufficient EMD will not be considered for selection. 

15. Belated tenders will not be considered under any circumstances. 

16. Tenders unsealed, unsigned on all pages and appropriate spaces or submitted without superscription will be 
rejected. 

17. Distributor/supplier should produce authorization from the manufacturer in their official stationary. 

18. Negotiation will be made only with the firm offering lowest price whose specification conforms to the requirements 
in the tender notification and tender schedule. 

19. If complaints are reported the supplier should take back the item at their cost and risk. 

20. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

21. The rate should be quoted in Indian currency and payment will be made only in Indian currency. 

22. The only jurisdiction of any dispute regarding the purchase will be at Thiruvananthapuram. 

23. The photocopies of the documents produced along with tender should be attested by a Gazetted Officer. 

24. If the date scheduled for opening of tender is declared as a holiday, tenders will be opened on the next working 
day at the same time, same place. 

25. Tenders should bear the signature/seal and full Postal address. Fax No., Telephone No. and Mobile Phone No. of 
the tenderer wherever necessary. 

26. Tenders will be opened in the presence of such of the tenderers or their authorized representatives who may be 
present at that time and they should have valid autherization letter. 

27. Compliance statements of each of the specification should be furnished, clearly. 

28. Warranty condition should be stated. 

29. The conditions prescribed in the schedule and detailed specification of equipments will form part of tender notice. 

Details of Items 

Tender No. 15/2015. 


Sl.No. 

Department 

Name of Equipment and Quantity 

Specification 

42 

Periodontics 

Portable Autoclave—2 (Two) 

Portable autoclave, chamber capacity 
19L, size 210, dia x 550mm dia, power 
230 VAC 50HZ 4KW 

39 

Pedodontics 

Flash Autoclave —1 (One) 

Designed to provide fast, 8 minute 
point of use sterilisation of 
unwrapped dental hand pieces 
for immediate use, CE certification 
Preferably Scican Statim 

2000S & 5000S - CLASSIC 
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(3) 

(r)cnj(3 cnil2-3624/20i5/ru}l. crul. g1. 2015 csiSjcnoru 17 . 

ttnlffljdjmamrujfflo a)cu6n30ffla^'' flomraS cscSjoegsIroS 2015-16 cucSnUo fulcula) cUcSjjajjcejgleejtBS) cQ)(.<3®><TuoaL<^1c83C/3 
ojlcmfflemo anj^jcmRrnch mlosiilra) eciDooroimlraa mcarufflcrujeoojraimlejjgg 3(3'^oamjtft)C/3 tftfldsml^jffltejOggjaDj. RnoRsSrUffl^mjgg 
0 ssns^fflo^ s)Sc&cr)1c06)(a3 srulojujo tiDlmoa6nii_||Rs3 stuIodjo cSjdJojcBjglcnS m^Loemo Qnjcmttn cruacScjjlcBcSfflsnecmosnD. 

0Sc&cn1cBS)R53 enilajD gc/SacBooggl^ c&cuoIcnjnjjoraiOT “assns^ (Dam(3 i6/2oi5-6)Sc0bCn1(flS)R53 enflojo” ri^cmjo nTflcnoaSnad^raS snilojo 
ga30c96)oggjaD tftdjolmjojjororin “0ssns(3 cncnj^ i6/20i5-ci£ncr)oa3nad_||ra3 enjicuj” o^cmjo ri®s>j(m1 enj^GcSosneRnoerh. ascfibcriltefflcnS 
snjIajDlfflci^Qajo nDlcnoaSnad^^raS eniloDlDagosjo tft)(uojtft)C/3 araj c9>(uo1ej0te«)1 cBjfuoIcnjrujororin “0ssns^ CDau(3 16/2015 -(u1(u1cl) 
(r»(.as)cruomLco1ca)C(8 (ulcmoemo fflij^jcmcmlanjcscijerBT’ n^cm eoeijacjjsjroro)! “dl (.nilaSamlijjoaS, cnajenSamn^'' scraxaS ecft>oegK, 
(mlffljcucnaroojjfflo, aila6-695 011 ” n^cm emraSculejoamasTtnlraS (roeosnstmoerh. 

(3^<^0(TU ODOruca-16/2015. 

(3^'^oom (Sa£lOO«5tml6Kl^ ciilei: 

ratdCTuraa—' 1 , 000 . 

CTO ’ 

rUcBiC^aJ 500. 

(3(3<^o(TU2cft)C^ ejelteffljaTxmloDjgg csisaicruocn (rolcrosnl 1 - 10 - 2015 , 2 msml csigierh. csiomcrul^ eielcOffljcm (3(3'^oarujcft)C/3 
(Tui°lcft)ffl1ces)jaD(roa. nsc&cnlcesitsa snilojo 1 - 10 - 2015 -ch 3 asiDlteffl raca'^ocru cnoacSjIasniffljnscKmo rataajojsis (araocnlcSj^®) 
LnjanlrrncjDlcOjgpseocDO (TuoanDlajD^roroilraa (rojOceojcrDsnosm. 

(3(a<^ocTU (Tua(aiTj1 cssioaa orejLCOtiol cOfflj cm( 11 ^ Lcrulijjo c/3, cncusnasimog'' Bcrrocoa (i<ft>ocgK, coilcajcucn crco njjOo, 
nj1Cia-695 oil Ci^cm (Ul QJ 0 CTU CCSTOll C53 C3ta ffi nJ cOiHl G cSS) 6rB CTO J o Cn1c®j1c!S) SISSTTBca GtiDOOo C110 C 6313 STTB CCS) J ffl 0 61T) . 6)S6ne^ 
GnnoocoTsilcnodsjgg c3tdGnJcftadccmo6)SO(jjo ffljc&glcna cTujujIijjl^lcaicseijcm cnlracosilcsa acaj GaDoocsrcnleici^ cnlcMilcm ciilei asjGcOQerBcoijo 
cBiBcoi acoj cOjOfflsmcncraoejjo c!S)1cal0cft) cncoacOjjcmcoijiaa. c3c3'^octu GnnooemaS e>e)c&,aogo 6)iij<g6)(jjsocii2cmcm&. Bca'^ocru 
GaeOOCaTSlISICI^ C1j1c!53(jJCD 30-9-2015-01 3 aSm1cl10CD CBtdjCOflCBltOfflJo. fl^'^ocru GaeOOCaTOllSIOg ClileiCfflOCDO SlnJcSeiJcOiGgO GciJOCCrgK 
crgooujcOjego cruj°l(fl3ca1c96)2nnDC3)&. c3car>eioaij GciDooo ciil.rul.ojl. cBtajcml cBtacsDcmcSojcmcma. f3c3<Teiocru QaeoocDTSilsicig oJcOj^ry 
aoGfflocmleio^csDjo ciilei mjcOiglcsa crujiijIcjjl^lcalcOffljaTJcmooffllcalcOffljo. cainJoeilcnS Bca'^ocru Cnnooo Gcnemeifflonjggcu^ 3c3'^cktu 
e nDoo enroll 6) og clilejeasoeisocjjo ' 50 csrauilcSjo enJocT|ic33 einjeiciilcejcOfflocml a6m1ecQ)oc3njuc3 mjc6ucn anm^cjjlecorosnscoioerri. 
msmlecffioacuica eielGcOfflens c3tdciicruocn coilcmcoil 19 - 9 - 2015 -cn 3 msmi cBtajCOilcaltOffljo. 


No. C2/3624/2015/DCT. 77fh August 2015. 

Sealed competitive tenders in the prescribed form are invited for the supply of Equipments required for various 
Departments of this College for the year 2015-16 as detailed in the specification appended. Interested tenderers may 
submit separate “Technical bid” in one envelope superscribing “Tender No. 16/2015-Technical bid” and separate 
“Financial bid” in another cover superscribing “Tender No.l6/2015-Financial Bid” and should be addressed to the 
‘Principal, Government Dental College, Thiruvananthapuram, Kerala State’. Both covers should be inserted in one 
cover duly sealed and should be addressed to the Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, 
Kerala State, superscribing ‘Tender No. 16/2015 for the supply of Equipments for various Departments”. 

Tender No.—16/2015. 

Cost of tender fonn: 

Original—' 1,000. 

Duplicate—' 500. 

Last date of receipt of tenders will be 1-10-2015 at 2 p. m. Late tenders will not be accepted. The Technical bid will 
be opened at 3 p. m. on 1-10-2015 in the presence of such of the tenderers or their authorized representatives, who may 
be present at that time. The Financial bid will be opened after the date of opening of Technical bid under intimation to 
the tenderers whose Technical bid found to be acceptable and that the date of opening of Financial bid will be intimated 
through e-mail, by fax and by telephone. No communication will be sent to tenderers whose Technical bid seemed to be 
not acceptable. 

Intending tenderers may, on application to the Principal,Govemment Dental College, Thimvananthapuram, Pin-695 Oil, 
Kerala, obtain requisite tender forms on which tenders should be submitted. Application for the tender form should be 
accompanied by a cash remittance shown above, which is the price fixed for a form and which is not refundable under 
any circumstances. The tender forms are not transferable. Sale of tender forms will be closed at 3 p. m. on 30-9-2015. 
Cheques, Postage Stamps etc. will not be accepted towards the cost of forms, nor will the forms be sent by VPP. 
Duplicate tender forms, if required, will be issued by a cash remittance shown above, per copy. Tender forms will be 
sent, if required, by post on payment of an additional amount of ' 50 as postage charge in the form of money order. 
Last date of receipt of money order is 19-9-2015 at 3 p. m. The specifications and tender schedule attached to the tender 
notice will forms part of this tender notice. 


396 



15th Sept. 2015] 


STORES PURCHASE 


1147 


Schedule 

1. “Superscription—“Tender No. 16/2015 for purchase of equipments required for Various Departments”. 

2. Tender form can be had from—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 

Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

3. To whom tenders are to be sent—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 

Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctviTi@gmail.com 

4. The date up to which the rates to be in firm—One year from the date of submission of tender. 

5. The rate should be inclusive of S.T. and other taxes, duties, levies, insurance, freight charges, packing and 
forwarding charges etc. and free delivery at concerned Department/Section/Office. 

6. Tenders to be submitted in details with illustrated pamphlet (Wherever necessary) neatly typed, written manuscripts 
should be avoided. 

7. All offers to the tender should be accompanied with the formal agreement executed in ' 500 Kerala Stamp Paper 
contemplated in Annexure 2 Store Purchase Mannual 2013, Kerala, together with the required sum of Earnest Money 
Deposit (One percent of the total cost of articles strictly tendered which can be remitted by way of Crossed Demand 
Draft only favouring the following.) 

“ PRINCIPAL, GOVERNMENT DENTAL COLLEGE, THIRUVANANTHAPURAM ” 

8. Advance payment conditions will not be considered. 

9. Tender forms are neither transferable nor the cost refundable under any circumstances. 

10. Sample should be produced and demonstration done as and when requested. 

11. For each item the upper limit of No. of offers/rate is restricted to 2 (two) and the 2nd offer/rate for an item must be 
substantiated with sufficient EMD, if the second offer is not accompanied with sufficient EMD that will not be 
considered for selection. Tenders quoting more than 2 offers/ rate for an item will not be considered for selection. 

12. Soft copy of tender rate and specification in Microsoft Excel should be furnished along with original tender in the 
following format. 

SI. No. Item Specification Unit Rate 

13. Brand name/make of item should be clearly mentioned. 

14. Tenders with insufficient EMD will not be considered for selection. 

15. Belated tenders will not be considered under any circumstances. 

16. Tenders unsealed, unsigned on all pages and appropriate spaces or submitted without superscription will be 
rejected. 

17. Distributor/supplier should produce authorization from the manufacturer in their official stationary. 

18. Negotiation will be made only with the firm offering lowest price whose specification conforms to the requirements 
in the tender notification and tender schedule. 

19. If complaints are reported the supplier should take back the item at their cost and risk. 

20. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

21. The rate should be quoted in Indian currency and payment will be made only in Indian currency. 

22. The only jurisdiction of any dispute regarding the purchase will be at Thiruvananthapuram. 

23. The photocopies of the documents produced along with tender should be attested by a Gazetted Officer. 

24. If the date scheduled for opening of tender is declared as a holiday, tenders will be opened on the next working 
day at the same time, same place. 

25. Tenders should bear the signature/seal and full Postal address. Fax No., Telephone No. and Mobile Phone No. of 
the tenderer wherever necessary. 
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26. Tenders will be opened in the presence of such of the tenderers or their authorized representatives who may be 
present at that time and they should have valid authorization letter. 

27. Compliance statements of each of the specification should be furnished, clearly. 

28. Warranty condition should be stated. 

29. Offer of AMC/CAMC should be specifically mentioned. 

30. The conditions prescribed in the schedule and detailed specification of equipments will forms part of tender notice. 


Details of Items 

Tender No. 16/2015 


Item 

No. 

Department 

Name of the Equipment 
with Quantity 

Specification 

6 

OMFS 

Electrocautery—2 

Bipolar and unipolar lead outlets and 
leads, foot control, patient plate with 
accessories along with control box 

10 

OMFS 

Portable Pulse 

Oxymeter—1 

Portable with battery with optional 
ECG monitoring 

21 

OMFS 

Vacuum Cleaner—1 

3 in one 

22 

OMFS 

Surgical Loupe—1 

x4 magnification with adjustable 
frame 

24 

OMFS 

Debrillator—1 


25 

OMFS 

Fibre optic headlight—2 

Storz type 

35 

Prosthodontics 

Compact desktop 
light curing unit—1 

Box type, Dreve polylux 500 light 
curing unit. Built in timer, 
Dimensions:Extemal W215xD190 x HI 
10 mm, 

Intemal-W 150 x D95 x H50mm. 

398 PLX500 Model 

44 

Periodontics 

Surgical Loupes with 
magnifying glass—1 

Magnification 4-25 range 

Microneedle holder and scissors 

48 

Periodontics 

Implant Surgical kit—1 

Equinox myraid 


(4) 

00011(3 aiil2-3958/2015/OI}l. 01)1. Ol. 2015 C(JI3)(/)(TU 17. 

(mlffljoionamrujfflo cncusnS 021 ( 1 ^'' flomoS cscOjoegsIroS 2015-16 ciKSniio cijIcuIcl) cncfljjajjcOjglcsejcOS) (r!)(.aOTaruoaLCDlcft>o3 
(lilcmosTDo ffliij^joDoilni oolosulcis) CoDooraKnlraS acjsruoomieocijraKnlejjgg ocS'^oorujcejC/S tftaisml^jfflcejoggjomj. oiooScjjffl^ajgg 
0S6neo(3i2io(3 ascfibOnlcoaraS sruloujo an1or)oa3n9d_!)C!53 erulojujo (.nJCicm^ijcOjo caoiojcejgltaS anjccscoi oua^ijjletesierBroioern. 

ascebOolcoacnS emIajD gcdscoaoggl^ cODCUolaijnjjorarai “sssne^ odookS i7/2oi5-fflSc0baDlces)C!53 emlou” n^onjo ciDloiooBraditaS snilou 
gc/Sflceeioggjom caoioloojojjotsrtn “assne(3 oion^ i7/20i5-a£naDoa3n9d_i((n8 emiou” r»a)(Tnjo enj^Gcseisnecrooern. astebOilceacisS 

snjIojDlfflo^csDjo nolaioaSnad^cnS snjlaulso^dsjo cft)(iiojcft>(^ soj cOjOiolejOcefiil tejcudloojojjotsrai “assne^ mau(3 17/2015 culculu) 
(i»(.amoruoi2iLc/)1<ft>c/3 culsnosmo ffluj^jonocnlaDjcKusneT’ n^ooi (soeusijjsjtiiroil “dl (.tdlaSorulcjjocd, CDCiierrSQSiaf samasi ecft>o(igK, 
(ailffljoiaoamnjjao, rJla3-695 011 ” n^ano eiataSculeiooiKiiTSilaS (maasrEcnoern. 

B^r^JOOru 00011(3-17/2015. 

B^riejooru (Sa£IOO(!3Ti5)l0O§ (Ulei: 

(3tdoruo3—' 1,000. 

CTO ’ 

nJcOiC^aJ 500. 
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(3^<^ocn}jcft)C/3 ejelteffljciDcmlcDjss ratdOJCTUocn cmlcmcml 1 - 10 - 2015 , 2 asml rarejsm. (moacrulj eielteojcm 3(3<^ocru2cft>a5 
(n)j°ltft)ffl1c8S)jaD®)ei. asc&ODlcSSiRsS snilojo 1 - 10 - 2015 -ch 3 asiDltOffl 3(3'^0 (tu cnRs3ce3l(r»(iifflj0S(Bcs3)o ratacuffljeis (araocwIcSj^®) 
CnJcmlmlailcOjgjeiscBcffio cruoanDlfiD^roTnilroa (oijOcOffljanDsnosm, 

3(3<^octu (n)a(3iTj1 cSsiooS oidjLCOtiolcOffljcmoi^ (.r^lfiScrulijjoc/3, cncusnSsimcig'' bcttocoS (i<ft>ocgK, sniojcucncrcorujOo, 
ru1ci5 -695 oil ci^cm (u1 Ej0 CTu(CSTC5)1 C53 csiaffinjcftinl CB<fl6)6rB(TOjo cnloailcij) sissne^ OciDooo (iioc6gt3snecmjfflo61T). eissne^ 
(BaDoocoTSilcnaqaiaa (3tdCBnJcftad(Bcmos)SO(jjo ffljc&glccsS (Tujujlijjl^lolcflsijcm cnlracOsilcsS aoj GaEoocjSTtnlfflci^ cnlcMilcm ciilei asjecOsierBcmjo 
caracal acoj cOaOcasmcncrao&jjo coilcalscft) mcoSceijcmcaijmej. c3c3'^oam ea£ioo63i3c/8 aacOamogo a^ijigacjjsociijcmcai&j. 3c5'^octu 
csaHoocoTiJilaci^ cuIcnScjjcT) 30-9-2015-ch 3 aaDlcuaco carajcaflcaltoajo. 3^'^ocru eauoocarailacig culeicffiocsDl anJcsajcOjego CoJocscTjjK 
cTgo(Tuj<ft>(sgo cTujIcfljcalcoajcmcaiej. 3c3'^ocru cboDooo (ulnjlnil. carajcnTl caracsDcmcsajcmcoiEj. 3c3<^ocru Qonoocmmlaci^ nJcSj^ry 

aocBcaocmlan^csDjo ciilei mjcOaglcoS cmjiijlcjjl^lcalcoajcmcmocrijlcslcoajo. coinJoeilcoS 3 c3<^0(tu csnnaoo csciiemafflcmjggcu^ 3(5 '^octu 
(SriDoocarailacig ciilejcsasoaso^jo ' so caraaOtSio CnJocrgcoS anjeiciilcsejcoaocml asmlcscmocScuucS mjcssucn crum^cjjlcscoaanecaiosrh. 
msmIcscffioacuucS eielcscsaans caracucruocn crolcmcml 19 - 9 - 2015 -ch 3 msmi carajcoilcalteajo. 

No. C2/3958/2015/DCT. 17th August 2015. 

Sealed competitive tenders in the prescribed form are invited for the supply of Equipments required for various 
Departments of Government Dental College, Thiruvananthapuram for the year 2015-16 as detailed in the specification 
appended. Interested tenderers may submit separate “Technical bid” in one envelope superscribing “Tender No. 17/2015— 
Technical bid” and separate “Financial bid” in another cover superscribing “Tender No.l7/2015-Financial Bid” and should 
be addressed to the ‘Principal, Government Dental College, Thiruvananthapuram, Kerala State’. Both covers should be 
inserted in one cover duly sealed and should be addressed to the Principal, Government Dental College, 
Thiruvananthapuram, Pin-695 Oil, Kerala State, superscribing “Tender No. 17/2015 for the supply of Equipments for 
various Departments”. 

Tender No.—17/2015. 

Cost of tender fonn: 

Original—' 1,000. 

Duplicate—' 500. 

Last date of receipt of tenders will be 1-10-2015 at 2 p. m. Late tenders will not be accepted. The Technical bid will 
be opened at 3 p. m. on 1-10-2015 in the presence of such of the tenderers or their authorized representatives, who may 
be present at that time. The Financial bid will be opened after the date of opening of Technical bid under intimation to 
the tenderers whose Technical bid found to be acceptable and that the date of opening of Financial bid will be intimated 
through e-mail, by fax and by telephone. No communication will be sent to tenderers whose Technical bid seemed to be 
not acceptable. 

Intending tenderers may, on application to the Principal,Govemment Dental College, Thiruvananthapuram, Pin-695 Oil, 
Kerala, obtain requisite tender forms on which tenders should be submitted. Application for the tender form should be 
accompanied by a cash remittance shown above, which is the price fixed for a form and which is not refundable at any 
circumstances. The tender forms are not transferable. Sale of tender forms will be closed at 3 p. m. on 30-9-2015. 
Cheques, Postage Stamps etc. will not be accepted towards the cost of forms, nor will the forms be sent by VPP. 
Duplicate tender forms, if required, will be issued by a cash remittance shown above, per copy. Tender forms will be 
sent, if required, by post on payment of an additional amount of ' 50 as postage charge in the form of money order. 
Last date of receipt of money order is 19-9-2015 at 3 p. m. The specifications and tender schedule attached to the tender 
notice will forms part of this tender notice. 

Schedule 

1. Superscription—Tender No. 17/2015 for purchase of equipments for Various Departments. 

2. Tender form can be had from—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 
Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

3. To whom tenders are to be sent—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 
Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

4. The date up to which the rates to be in firm—One year from the date of submission of tender. 

5. The rate should be inclusive of S.T. and other taxes, duties, levies, insurance, freight charges, packing and 
forwarding charges etc. and free delivery at concerned Department/Section/Office. 

6. Tenders to be submitted in details with illustrated pamphlet (Wherever necessary) neatly typed, written manuscripts 
should be avoided. 



15th Sept. 2015] 


STORES PURCHASE 


1150 


7. All offers to the tender should be accompanied with the formal agreement executed in ' 500 Kerala Stamp Paper 
contemplated in Annexure 2 Store Purchase Mannual 2013, Kerala, together with the required sum of Earnest Money 
Deposit (One percent of the total cost of articles strictly tendered which can be remitted by way of Crossed Demand 
Draft only favouring the following). 

“ PRINCIPAL, GOVERNMENT DENTAL COLLEGE, THIRUVANANTHAPURAM ” 

8 . Advance payment conditions will not be considered. 

9. Tender forms are neither transferable nor the cost refundable under any circumstances. 

10. Sample should be produced and demonstration done as and when requested. 

11. For each item the upper limit of No. of offers/rate is restricted to 2 (two) and the 2nd offer/rate for an item must be 
substantiated with sufficient EMD, if the second offer is not accompanied with sufficient EMD that will not be 
considered for selection. Tenders quoting more than 2 offers/ rate for an item will not be considered for selection. 

12. Soft copy of tender rate and specification in Microsoft Excel should be furnished along with original tender in the 
following format. 

SI. No. Item Specification Unit Rate 

13. Brand name/make of item should be clearly mentioned. 

14. Tenders with insufficient EMD will not be considered for selection. 

15. Belated tenders will not be considered under any circumstances. 

16. Tenders unsealed, unsigned on all pages and appropriate spaces or submitted without superscription will be 
rejected. 

17. Distributor/supplier should produce authorization from the manufacturer in their official stationary. 

18. Negotiation will be made only with the firm offering lowest price whose specification conforms to the requirements 
in the tender notification and tender schedule. 

19. If complaints are reported the supplier should take back the item at their cost and risk. 

20. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

21. The rate should be quoted in Indian currency and payment will be made only in Indian currency. 

22. The only jurisdiction of any dispute regarding the purchase will be at Thiruvananthapuram. 

23. The photocopies of the documents produced along with tender should be attested by a Gazetted Officer. 

24. If the date scheduled for opening of tender is declared as holiday, tenders will be opened on the next working day 
at the same time, same place. 

25. Tenders should bear the signature/seal and full Postal address. Fax No., Telephone No. and Mobile Phone No. of 
the tenderer wherever necessary. 

26. Tenders will be opened in the presence of such of the tenderers or their authorized representatives who may be 
present at that time and they should have valid authorization letter. 

27. Compliance statements of each of the specification should be furnished, clearly. 

28. Warranty condition should be stated. 

29. Offer of AMC/CAMC should be specifically mentioned. 

30. The conditions prescribed in the schedule and detailed specification of equipments will forms part of tender notice. 
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Details of items 

Tender No. 17/2015. 

Item. Name of Name of the Equipment Specification 

No. Department with Quantity 


28 Prosthodontics Hanau wide Vue 

Articulator—1 No. 

30 Prosthodontics High Speed Lathe—1 No, 

(Trimming & 
polishing) 


32 Prosthodontics Spindle Grinder with 

Vaccum suction—1 No. 


49 Periodontics Physiodispensor with 

hand piece—1 No. 


52 Orthodontics Lab Micromotor—4 Nos. 


Articulator with all accessories 

Spring face bow 

3 Pairs of mounting rings 

(i) Variable Speed Lathe 1/3 HP 

(ii) Model PR 92 Lathe 

(iii) Ray Foster type 

(iv) 300-4000 RPM Speed Range 

(v) Quick change chuck is easily mounted on 
right side 

(vi) Constant torque 1/3 HP through the entire 
speed range 

(vii) Standard dental taper shafts with chuck 
removers will accomodate all types of chucks 

(viii) Industrial grade, sealed ball bearings never 
need lubrication 

(ix) UL recognized and CSA certified for electrical 
safety 

(x) Rugged construction modern design 

(xi) Base can be bench mounted 

High and low belt controlled speed 

(i) Adjustable spindle working height 

(ii) Heavy duty, 1/4 HP capacitor start motor in a 
totally enclosed housing 

(iii) 2.5" suction port for connection to Ray 
Foster Cyclone Dust Collector or other dust 
collector system 

(iv) Power output connection for automatic on/off 
of dust collector 

(v) New compact design 

(vi) Motor is UL-recognized and CSA-certified for 
electrical safety 

(i) Upto 80 Ncm torque 

(ii) Flexible speed control between 200-40,000/min 

(iii) User programmable preset memories 

(iv) Hands free operation via foot control unit 

(v) Autoclave Handpiece 

(vi) Max. Output/max. Torque:210W/80Ncm 

(vii) Poer supply : AC120V/230V, 50/60 Hz 

(viii) Max.Pump Output : 75mL/min 

Lab micromotor with heavy duty hand piece 


401 
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(5) 

cnnoj^ (Tul2-3974/20i5/cu)l.cru1.g1. 2015 is. 

onlfflj (U cn (TO) njjfflo cn dj 6n8 6) a 0 ^" florocsS csc&ocsg sIcoS 2015-16 (U(5niio ao^ecstmo ecu) 0 enel cal'cru cuceij 
(ijOcft>jo effloa8cu)1oa)/(.nJn9d^ oilcmoemo D^jc^ijcrDctnlnh cn1(mi1((S) eoDoorannloS acmufflcrujeodjcistrol&jjgg (3(3<^0(n)jcft)a8 caiueml^j 
DcejOggjcmj. (0)oc(53(jja^mjgg 6)S6n§o(3ao(3 asc^mlcsataS emlcujjo oDlcnocTSnU^ijtisS 6nilcu)jo Ltuecin^ijcejo cSidJOjcfeglaS anjoaco) 

(n)ffl^(j|let 6 S) 6 n§((S) 06 m. asc&crilcSfflcnS enjicuj gc/Sacsaoggl^ (fljdjolcnjrujocma) “assnecS cncrucB i8/20i5-6)Scfibcrilt6«)(33 enilcuj” n^cmjo 
aiflcnoa3nU_!|(33 enjIojD gcrSacSffloggjcm teiCiJoIcnjnjjocOTin “6)ssns(3 cncru^ i8/20i5-a£ncnocT3n3d_!|(33 stuIcld” n^cmjo n^ipjcrolenj^ecsasnecfnosrh. 
6)s<&cnicSfflcnS srulcuilfflci^asjo adlcnocrSnU^iiCisS 6Tij1cu)l6)ci^cmjo cSadJOjcSjaS ejaj cft>cuo1 ejoceol c&njolcnjrujotjsro) “nssne^ 
ODcru^ 18/2015 cSjenScru^ecugldj (ij<fl32(jjleejcea tiDon^o eitincu) cmjsmlg culOTiasmo Snjc^jcmcmlcnjedJSTTeT’ ci^orn effleuacjjsjrarail 
“ 3 I t.njla3cn)1(jjO(;3, cndJsnSfflfflci^ scroioS ecOioegK, (mlffljdJcncTOinjjao, njla3-695 011 ” n^cn) emtaSciileioarucisTOiloa n^tiiroil^jcmefflsnecroosm. 

(3^<^0(TU 0)001(3-18/2015. 

ra^riejocru eoCooctiTOilsxi^ oilei: 

(ararruoS—' 700. 

CTO 

fiJcOD^riJ- 350. 

(3(8<^ocn)jcft)(;3 eielcOffljcrrxmlaojgg (aTSOiamoo) ((S)°l(m(m1 5 - 10 - 2015 , 2 asnol (arajsri). (moffloml^ eiisIcOsjoT) 3^'^ocn)jc9>c/3 
cn)i°lcft>ffl1c9S)2anD(!S)ej. ascol'aDlcesxsS snilcu) 5 - 10 - 2015 -cn 3 asmlcoa 3^<^ocn) cnoScOjIcmojffljnseoDO raiaoiajffls rataocnlcft)^®) 
t.nJ(!S)1C1)1cjDlca>g26)Se(I!)0 00)00101(31)^(151(5)1(53 (5)JOc06)JCrD(5)OSn). 

d^riejooo) oo)m(3<jj1c96)oo3 (atajLoinDlcOffljcmoj^ (.tu1o3oo)1 ijjo(i3, c/)(iJ6n30ao^'' 305)(53 ecft>ocgs, (5)1ajc)joocTO)njjfflo-ii 
oj1o 3-695 oii-eo)os (3T5erLjc9iii1ec96)6ne(5)jo 0)1 c®j 1(5) 6)ssns(3 CoDooo ()ioes3i3 6ne(5)jmo6TT). 6)S6ne(3 CnTOOO(DTO)1oooa3)jgg 
(3raeoJc9iiic(r!)os)SO(jjo mjcft>g1(58 0))jiij1ijj1^1ffl1<flS)joT) oo1fflc06)1(53 aaj CtiDO0(515)1 nog oo1c/sii1(5) oilei 63sjCc9S)6ne(5)2o (3i3(0) soj 
cft)Offl 6 IT )01 cTOoeiio (5)1al6)cft) oo(53ce3i 00)(5)1 a ei. o^'^ocru Ca£ioo63i3(/3 nncaaooo niucginnjsooji oo)(5) ej. 3(3'^ooo) 

(i 006\) O^oUfieu 

eaeoo(5i5)1n(ig oi1(o3(jjoo 3 - 10 - 2015-00 3 asmloino rarejcmlffllcsnjo. 3(3'^ocn) eciDoocoroilnog oileicmocml nnjconjcaego CoJoe(i^K 
(TgooujcOjego cn)j1(fl3ffl1c9n200)(5)&. 3(3neioo)j ecioooo oil.nil.nil. (arajcml (aiaoacmconjoTxo)^. 3(3<Teioonj Qneoo(5i5)1nog nJcOj^nj 
aoefflocmlnogciajo oilei ajtSaglioS oujnilnjl^lffllconjcroioiociiilffllteffljo. (5)nJoeil(53 3(3<^oonj eneooo eoiemnacrojggoj^ 3(3<^oon) 
enDO0(515)1 nog oileiecffionsonjo ' 50 (aiacolcOjo enJO(T|)(58 nnjeioileejconocml aemleooioiSnjLxS ajceuoo 0))a^nj1ecensiie(5)06n). 
asm1e(mo(3cu)^ eieleconme (aiaojoruooo (5)1ca)(5)1 22 - 9 - 2015-00 3 aemloino (arajoslfflltonjo. 

No. C2/3974/2015/DCT. 18th August 2015. 

Sealed competitive tenders in the prescribed forms are invited for the supply of Vaccum Moulding/Pressure required 
for Orthodontics Departments of Government Dental College, Thiruvananthapuram for the year 2015-16. Interested 
tenderers may submit separate “Technical bid” in one envelope superscribing “Tender No. 18/2015-Technical bid” and 
separate “Financial bid” in another cover superscribing “Tender No.l8/2015-Financial Bid” and should be addressed to the 
‘Principal, Government Dental College, Thiruvananthapuram, Kerala State’. Both covers should be inserted in one 
cover duly sealed and should be addressed to the Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, 
Kerala State, superscribing ‘Tender No. 18/2015 for the supply of Vaccum Moulding/Pressure for Orthodontics 
Department”. 

Tender No.—18/2015. 


Cost of tender fonn: 

Original—' 700. 

Duplicate—' 350. 

Last date of receipt of tenders will be 5-10-2015 at 2 p. m. Late tenders will not be accepted. The Technical bid will 
be opened at 3 p. m. on 5-10-2015 in the presence of such of the tenderers or their authorized representatives, who may 
be present at that time. The Financial bid will be opened after the date of opening of Technical bid under intimation to 
the tenderers whose Technical bid found to be acceptable and that the date of opening of Financial bid will be intimated 
through e-mail, by fax and by telephone. No communication will be sent to tenderers whose Technical bid seemed to be 
not acceptable. 

Intending tenderers may, on application to the Principal, Government Dental College, Thiruvananthapuram-11 
Pin-695 Oil, Kerala, obtain requisite tender forms on which tenders should be submitted. Application for the tender form 
should be accompanied by a cash remittance shown above, which is the price fixed for a form and which is not 
refundable at any circumstances. The tender forms are not transferable. Sale of tender forms will be closed at 3 p. m. on 
3-10-2015. Cheques, Postage Stamps etc. will not be accepted towards the cost of forms, nor will the forms be sent by 
VPP Duplicate tender forms, if required, will be issued by a cash remittance shown above, per copy. Tender forms will be 
sent, if required, by post on payment of an additional amount of ' 50 as postage charge in the form of money order. 
Last date of receipt of money order is 22-9-2015 at 3 p. m. The specifications and tender schedule attached to the tender 
notice will forms part of this tender notice. 
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Schedule 

1. Superscription—Tender No. 18/2015 for purchase of Vacuum Moulding/Pressure for Orthodontics department 

2. Tender form can be had from—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 
Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

3. To whom tenders are to be sent—Principal, Government Dental College, Thiruvananthapuram, Pin-695 Oil, Kerala, 
Tel: 0471-2444092, Fax No. 2444092 e-mail-principalgdctvm@gmail.com 

4. The date upto which the rates to be in firm—One year from the date of submission of tender. 

5. The rate should be inclusive of S.T. and other taxes, duties, levies, insurance, freight charges, packing and 
forwarding charges etc. and free delivery at concerned Department/Section/Office. 

6 . Tenders to be submitted in details with illustrated pamphlet (Wherever necessary) neatly typed, written manuscripts 
should be avoided. 

7. All offers to the tender should be accompanied with the formal agreement executed in ' 500 Kerala Stamp Paper 
contemplated in Annexure 2 Store Purchase Mannual 2013, Kerala, together with the required sum of Earnest Money 
Deposit (One percent of the total cost of articles strictly tendered which can be remitted by way of Crossed Demand 
Draft only favouring the following.) 

“ PRINCIPAL, GOVERNMENT DENTAL COLLEGE, THIRUVANANTHAPURAM ” 

8 . Advance payment conditions will not be considered. 

9. Tender forms are neither transferable nor the cost refundable under any circumstances. 

10. Sample should be produced and demonstration done as and when requested. 

11. For each item the upper limit of No. of offers/rate is restricted to 2 (two) and the 2nd offer/rate for an item must be 
substantiated with sufficient EMD, if second offer is not accompanied with sufficient EMD that will not be 
considered for selection. Tenders quoting more than 2 offers/ rate for an item will not be considered for selection. 

12. Soft copy of tender rate and specification in Microsoft Excel should be furnished along with original tender in the 
following format. 

SI. No. Item Specification Unit Rate 

13. Brand name/make of item should be clearly mentioned. 

14. Tenders with insufficient EMD will not be considered for selection. 

15. Belated tenders will not be considered under any circumstances. 

16. Tenders unsealed, unsigned on all pages and appropriate spaces or submitted without superscription will be 
rejected. 

17. Distributor/supplier should produce authorization from the manufacturer in their official stationery. 

18. Negotiation will be made only with the firm offering lowest price whose specification conforms to the requirements 
in the tender notification and tender schedule. 

19. If complaints are reported the supplier should take back the item at their cost and risk. 

20. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

21. The rate should be quoted in Indian currency and payment will be made only in Indian currency. 

22. The only jurisdiction of any dispute regarding the purchase will be at Thiruvananthapuram. 

23. The photocopies of the documents produced along with tender should be attested by a Gazetted Officer. 

24. If the date scheduled for opening of tender is declared as holiday, tenders will be opened on the next working day 
at the same time, same place. 

25. Tenders should bear the signature/seal and full Postal address. Fax No., Telephone No. and Mobile Phone No. of 
the tenderer wherever necessary. 

26. Tenders will be opened in the presence of such of the tenderers or their authorized representatives who may be 
present at time and they should have valid autherization letter. 

27. Compliance statements of each of the specification should be furnished, clearly. 

28. Warranty condition should be stated. 

29. Offer of AMC/CAMC should be specifically mentioned. 

30. The conditions prescribed in the schedule and detailed specification of equipment will forms part of tender notice. 
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Specification of Vacuum Moulding/Pressure 

SI. No. 50 


Tender No.—18/2015. 

(i) Dental pressure moulding unit-imported, with thermally controlled infra red heater, display with programmed heating 
and cooling time, 230V A/c, pressure 0.5-6.0 bar 450 x 230 x 260 size (LxWxH), weight 16 kg. 


Model A. BIOSTAR 
Model B. MINISTAR 
Model C. BIOSTAR 
With starter kit materials 
Model D. MDIISTAR 
With starter kit materials 
(ii) No. Required—1 (One) 

Govt. Dental College, 

Thiruvananthapuram. 

3(3<^oaru njocm^o 

■(T)nQJ(3 a®cru 1/9789/2015. 2015 (3ra)(/)(T^ 3. 

GcejOipICcOfflos eimcuilcOSKoS Ocaoegs ratajaajoJLsrnralceicoa 
(S)0S)‘S> oJOcmjonDQj cruffleic^ cm otiIcd cnlcrsnlas) 

(soO0offlTSilro 3 crulasS a^jascai assneojcfeaS cOiiisml^j 
acfeossiOD). 

gcncnloifflo—cml. si. enj(jj(3 —3000 cooc/Scru 
(80mm X 20mm Chemical coated) (Machine Model—Eden 
SE3 and Machine Model Mindray Beneheart R3) 

rarasaraS crojcft)—' 1 , 05 , 000 . 

assTTe(3 raiacmcn)'coajcm cSiOi oIcnjEjcfe glcisS cncm^ 
dg)cnji/9789/20i5 ng)crn (ii_!|c9<(3)ao(n)1 (Sjoeml^lolcseefflsneraiosnD. 

Cn1ffl85)t.3CU_!)0— 1 %. 

assTTe(3 cnnoosstmlfflcig oilm—' 458. 

assneiS cboDooo ajIroSceffljcm rataoicmocr) oilcmojilcffijo 

(TUffloaClIJo - 17-9-2015, 3 fflsmi. 

assTTe(3 caldgsrie ratacu cmooD ajilcm csildsjo 

(TUfflCSDCUJo-18-9-2015, 5 (216m1. 

assnecS anjocoajcm tOTlQasrnasjo cmacsDciijo— 19 - 9 - 2015 , 
g^crijcsa 12 maml. 

assnedlaS cijoccsjcm crilfflcoajcaaS L^Joamei^ijaiTSileilffllcBcsasiTe 
(araaicmocD OTilomtOTl— 31 - 1 - 2016 . 

asane^ GoOooo calgjcmoilcnjo raiacnxmcsceasiTeraijfflocc!) 

cnleiocruo—cmjLruane, amnjolcsaraS CcSjOcgK rarajoajnJLOTil, 
(S<ft)0(PlGc6a0S. 


(Sd.) 

For Principal. 

No. Sl/9789/2015. 3rd August 2015. 

Sealed tenders in the prescribed form are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 

Name of Item—^ECG Paper—3000 Rolls (80mm x 20i'nm 
Chemical coated) (Machine Model—Eden SE3 and 
Machine Model Mindray Beneheart R3). 

Tender Cost— ' 1,05,000. 

Superscription Tender No. should be specifically 
noted as Sl/9789/2015. 

EMD—1%. 

Price of tender (in duplicate) ST Cash only/Money 
Order— ' 458. 

Date and time of close of sale of tender forms— 

17- 9-2015, 3 p.m. 

Date and time for receipt of tender— 

18- 9-2015, 5 p. m. 

Date and time for opening of tender—19-9-2015, 
12 Noon. 

Date upto which rates are to be firm—31-1-2016. 

Address of Officer from whom tender forms are to 
be obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Calicut. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 


404 




15th Sept. 2015] 


B^<^ocnj njfflcru_^o 

( 1 ) 


STORES PURCHASE 


1155 


aDCnj(3 n^aTJ.3-5933/l5/a®o,(nil.Cnil. 2015 (313)010130 7. 

(icft>o»>1 CBcOfflos aaojulcOfflcnS csc&ocsgslsiej ma3§1 
cuilaruli^loDol oloru^^ dDjSTDlg rucsraraiogsl (uleocrKSTtnlcsejcOffl 
(ulculcju gnj(fljasm6313oS (ulcmaemo od( mlcsejcsa 

aDl(3i2i20(!5)0c86)g1(!53 cn1(scmo (3i3oco°lcft)4(m (u1(O)a6nDc06)oa1(i58 
odIgodo mjLBOJ^oijo fflaruaocjLnnadoloKUjffloo!) B(3<^onDjtft)a3 

cftflj61T)1ii-|}O<fti033^aD). 

Lcfljffl fl(3'^oanj ODOuajo 

ODcru^ ^cnojjo n^cft>CBca fflujejojjo 

1 00013 3/5933/l5/a0o.ODl.Ol51.-gejcfcGtSOeoDOOlODlOU 

(3I3i^0agO13- ' 4,52,948. 

2 O0O13 3/5933(4)/l5/o0o.O13l.O1)l.-(UO§(36njO(3KS)- 

2,05,483. 

3 O0O13 3/5933(l7)/l5/o0o.Crul.Oljl.-^ej<feCLS061T)lcfc 

oJloJCI- ' 2,00,000. 

oDo ’ ’ 

B^oej0013 Co£lOO(3T!5)l0Og (IjleJ: 

(313013(58-t.cft>l21O)01J(3 1-01 ' 950, LtfeaKDOU^ 2, 3 ^(uolScea 

420. 

oJcOj^o] t.<®>fflOD(TlJ(3 1-01 ' 475, t.<®>fflCT1(nj(3 2, 3 ^(U(S3)tSa 

210 . 

aioJC3(53 (uipI— i-oi ' 1,000, (.>fti2i(nou^ 2, 3 

^(ucmcoa ' 470. 

(D1oJO(58 OPPI B^<^0013 GoDOOo (1j1(58c96)20T) (313(3013001 

(5i1(i»(53l(ffijo arumcffiojjo—18-9-2015, 3 asnil. 

B(3<^0013 GoDOOo (3l(53c06)J(T11 (313(3013001 (5)1aS(5l1(m2o 
013l21(]Q)(32o-23-9-2015, 3.30 2361111. 

b(3<^ooi 3 Goiiooo eje1e(fl6)6n§ (oilooKmldDjo oi3 23(a)(3jo— 
25-9-2015, 11 236011. 

B(3'mi0013 (51J0ceS)J011 (5)1(]Q)(5l1(S3)2o 0132)(S2)(32o-25-9-2015, 

11.30 236011. 

B(3<^0013 0llK230cr!)1a1c96)2OT) {3)1CQ){3)1-31-3-2016. 

B^riej0013 ea£IOO(3Jo (3lc® BOo (78 eSOgJo fflfflOJOl c96)(53 
GcOjOegK 630a£3l013l(58 OllOO (.nJ (3,^ (515)1 013aCffi(51in ej{g_!j2306O1. 
(0495-2350212) ' 200-00g CtSiag 2)J(.BciJ(.{5)(515)1(53 (01(78iij1(5) 
2)0(5)^ cO) (0)1 ejjgg 013 2323 (5) nJ(. (5) (3 Jo (30(7)B(515) (5) J <ft> (D) J Q S 

1 08(5)20(00 (Ola(0)t.B(3JjG(515)0SJo cOjJSl (5)0fflS> 01(03c93l(0)1a1<e6)J(01 
emfflejs>j(5i5)jao(D)1 o^<^oou oi3a^ojlGc06)6iie(O)O6oi. ooooiioooi 
(515)l01 nJJO(515)Jgg (11310oJ016313(73ceffl mj[.f3oJL(5)o eje1c06)J(O1(5)1O1 
250 260)1630^013(8 013oD1(5)o (.oJlo3oi3l(jJOa3, 01(3. a2ai3l(fl6)(08 
GcOjOegS, GcOiOlPlecfleiOS o^OO (3lej0013(515)1(53 (313enJc9iinGc66)60§ 
(5)0601. Ol1a(5)LB{3J, 01322 (5) nJ (.85) (313)161 20(D)J,cft) B(3<^0013 

eaI300(ni5)1(53 {31301J613(TU320Qffl1 G(515)1 §J60§. 

(3lej ®05)J|(13 a2nJ(]Q)1(53 Ga6)JffloJSJ(515)1cQ)1alG(fl6)60§a)0601. 
COl<ft.J(5)1(fl3gJo 2gjo a(3G(1jaO nJa02^(78lGtS6)6rB(5)06O1. c83S(51!n, 
^03n9dJO03013, cft>(3C!)gl0c96), Qffl(.05)0130 2(.0)1ce303 01330 oil <06) (53, 
cft)22ln303 n0(Ol1 nJ EJ (3 J cOj oS B (3 f'fij 0 013 J <0> 0 (3 013JCS))o 

(3odIg< 06)606(5)0 601. a)j<a> oi(53<03j(oiai ®(i5)j,o3 ajnJ(a)1(58 

(5re)(a)1a1c06)jo. 


aacocftl eiel <06)j ooaijo 2(5)1 dDOco) oil a a) (.b (3^,0, 

013 22 (5) oJ L (3)0, 20 B^'^OOI)' (3^, (3 0133 <03 o3 ri0OOl(3 

(Tjoej 1 < 06 )O( 5 i 5 )( 5 )j 2 ooc» B^'^0 013 JcOsoS 2agoaj raraoldDlcjjjo 

<03jsoa(5) (5)Q(01 oil a 01)1 <06)J 00(5)0 601. b3<^0013 GoOOOo 
aac032Ogo a^JIg/OOS nJ0SJgg(5)&. 0^(^0013 Ga£300(5)5)1a0^ 

(3lej(]Q)0(a)1 26011 ao3ojL3^ 63(p1ffl<03 2agocoijo oi3j1<03a1<06)jcoi(5)^. 

B^riejoam GriJ30O(515)1a0^ (113J|2(^1g<06)(1 (3lej O1(53<03l (3065130{3J 
00(5)0601. b3'^OO13J<03O3 2J<03g1(58 O132iijl(jj1^1a1<06)J(O1(51 

(.oJcOsOao B^(^OO13J<03OaaogG(3C»O (318oO)1<03j,{5) t.oJ85)10l1U3l(r»jaSG(a)0 

013000lauj,(515)1(58 (5)JO<0aj(O1(5)O6O1. 

0)1613011301<03O3 

1. (01^220(5)0(31(58 OllOOJgg ffla<03oJJO13(5)<03O ((5)01(5)) 
B3<^0013la(00(jjo O1323(j|lG<06)6Oe(5)O6O1. 

2 . (5re){3caj|0(jjsj(oi nj<03aio B3<^ooi3j<03oao3 oojoraio 

aiiJ&J(3l(53 0130(13(0 (113 O2L(7)1<03(73 ojalG(/8O(13O1cd)<06) 
(3lG(13(a)2OG<06)606 (5)0601. 

3. (3006061 iiJjaj6513l(I»((n 2 (33nldo. 

4. (3O^nad1<03 (318 0 <03J g itJ 6101/0132(.(7) (3O^nld1<03 

(3i8g<03jg(jj6io1 (iijjaj6si3l(S3)ai 5 (3^c3iio) oi1a<06)jc93(/3 
0(3G(1jaO O132iijl(j|l^1alG<06)6O6(3)O6O1. (318)(3(78^,02all(58 
0130(1301 01302 (.0)1 <03 gjas a(5)aa6i5i5)sjry1oi go 
(o1a<06)j<03o3 <3ja1a)6mlG<06)6O6(3)O6oi. 

5. 2jo3<03j^ {3)J<03 (O(58<03jOO(5)^. 

No. S3/5933/2015/MCC. 7th August 2015. 

Sealed and competitive tenders in the prescribed fom 
are invited from the manufacturers/authorized dealers for 
the supply of Various Equipment for Multi Disciplinary 
Research Unit, Pathology Department, Govt. Medical 
College, Kozhikode. Tender forms and details can be 
obtained from the office of the Principal, Government 
Medical College, Kozhikode on payment of tender cost. 
Tender should be superscribed with tender number and 
addressed to the Principal, Government Medical College, 
Kozhikode. Belated tenders will not be accepted. Each 
tender should be submitted along with an agreement 
signed and executed in Kerala Stamp Paper worth ' 200 
and Earnest Money Deposit @ 1% of the total cost of 
items tendered for Stamp paper will be supplied to the firm 
outside Kerala on request along with remittance of ' 250 
by Money Order in favour of Principal, Govt. Medical 
College, Kozhikode. Specimen copy of the agreement is 
annexed with the tender form. Rates should be quoted in 
Indian Rupees only. All the taxes applicable is to be 
clearly mentioned. Freight, Insurance, loading, unloading, 
erection and commission charges and installation should 
be borne by the tenderer. Payment also will be made in 
Indian Rupees. 
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SI. 

Tender Number 

No. 

Name of the Item and 


Approximate Cost 

1 

S3/5933/15/MCC—Electrophoresis apparatus— 
' 4,52,948 

2 

S3/5933(4)/15/MCC—Water Bath — ' 2,05,483 

3 

S3/5933/(17)/15/MCC—Electronic Pipette— 
' 2,00,000 


Cost of tender fom: 


Original—' 950 for SI. No. 1, ' 420 for 
SI. Nos. 2 and 3. 

Duplicate—' 475 for SI. No. 1, ' 210 for 
SI. Nos. 2 and 3. 

By post—' 1,000 for SI. No. 1, ' 470 for 
SI. Nos. 2 and 3. 

Closing date and time of of tender by post — 
18-9-2015, 3 p. m. 

Closing date and time of sale of tender—23-9-2015. 

3.30 p.m. 

Due date and time for receipt of tender—25-9-2015, 
11 a. m. 

Due date and time for opening of tender—25-9-2015, 

11.30 a. m. 

Date upto which rates are to be firm—31-3-2016. 

The tender without required earnest money deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage stamps etc., will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. The tender will be opened in 
the presence of the tenderers or their authorized 
representatives as scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC : Minimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 


(2) 

ti^cru. 1-3650/is/ti^o.crul.crul. 2015 ratajcocrug 10. 

ecOjOipl (Scsoos oacujIcefflRsS et&oegKlfflej oiIojIcl) 

(UcOjjcjjjtSjgleeicOO gnJtft)ffl6m63Bc/3 (lilcroosTDo 

cnl^aiaoRnocOfflglRsS cnlcscmo raTaocnlc&^cm (nloiosiDcOfflOffllraS 
cnlecmo mcsruraocjDln^oldnaijmooc!) fl^r^ocrujcOjC/S 

cMdsml^jeicODOggjcmj. 

iSim 3(3<^octu cncniffljo gcnaijo 

cncnicS cuil(jjO(3§j6)ffla^jo ci^cOsCBtra Onjeiciijo 

1 ti^cnj.yi3559/i5/ri^.nT5l(n5l.—6iojcm1a3ejano sicidcoxS olajaiRiS 

6)ffl(T9d1n3 (1 n®6mo)-61CU)(36)12lGgOgKl-' 4 eicftiilo 

2 n^cru . 1/ 13 560/l5/r4)o.CTUl . CTUl.-(SCruOCSmO 6)6)03)0 

eiloDlcQ)^ aioari)<e3jejO(3 et.nJ06nj (i n^emo) n^a^soaoml 
6)mcu)lo3)1a3—' 2,00,000 

3 ng)aru.l/l356l/l5/dg)o. 03)1 . 03)1 .-a c/3 §1 nJOO 

CBffl06IDlg(3 (5 a®6TT)o) ffiCnOOS 6)rU)103)1o3-' 5 ejcOUdo 

4 ng)03).l/ 13563/15 / o . 03)1.03)1.-nJ(U^LCU)1C!53 (319)0^'' 

olm^ (l a06TT)o)-630^CBrat!5)OrLj1CU)1<aO3) ' 5 ejcOUdo 

5 n^03J.l/l356 4/l5 / ci^ o . 03)1 . 03)1.-OcfeOC/ScU) 6)6)ejg 

CBcruo^cru 00(38. cu)1. ojlcora) (Scft>6m1c/3—^.o0o3.s1. 

- 4 &JcSi3do 

H(3oej0CTu (So£l00(3t0)l6)0^ (Ulej: 

(3t303)(53-t.tft)aCDOU{3 1, 5 ' 840, [.<^>12(0011^ 

2-03 ' 420, t.cft>ai03OU(3 3, 4 ^(IKKcOO ' 1,050. 

oJcOjcSoJ— t.cft)ao3cni^ i, 5 goicacOffl ' 420, t.cft>ffl03(nj(3 
2-03 ' 210, t.cft>2103OU(3 3, 4 ^OJoScOffl ' 525. 

(D)ojo(o3 (US>1—(.ca>ao30u^ i, 5 ^cuwcBQ ' 870, 
(.c93a 0303J^ 2-03 ' 470, 3, 4 ^(UC)C»c96) 

1,100. 

(3)oJ0C03 OKPI 3(3<^003J (BoDOOo (Ulco3<e6)JCn3 (3t3(UO3)0O3 
(D)1cQ)(0)1cQ)Jo OUadDOiJo-1-10-2015, 3 ffl6TT)1. 

a^<^003J (SoDOOo (Ulco3ce6)JOT) (3130103)003 (3)1(S))(0)1(I»Jo 
omacffloijo—8-10-2015, 3.30 m6n3l. 

o(3<^oo3j eielGcoeiene (oilcmoilcmjo ooiacmrujo—9-10-2015, 
11 aeml. 

a^<^oo3j (mjocoeijcm (oilcEDOilcmjo crumcsDoijo—9-10-2015, 

11.30 a6n3l. 

0^riej0033 O3lKaO(I»1ffl1c06)JCn3 (3)1(S))(0)1-31-3-2016. 

o^'^ooi) (BoDOOOIJo Ol1c/MOo(/363t3gJo 6)mCU)1c06)(53 (Bcft>0(BgK 
(.ojl0303)1oj0gl6)0^ 630 oD 103)1(38 03l033 (.oJOI^(510)1 03)ffl CO)(3103 

eie_!i mo 6TT)'. ( 0495 - 2350212 ) ' 200 oileicoeijgg (Bcft>og 
a2(.f3oJ(.(5)(nr5)1(58 oolcroMIffl) aoioi^c&csDleijgg crumao) njccoiojjo 
ojou3(3(5ra) (miAwias 1 cro(0)aoo3o 03lffl(D)(.3(ii_ij(S(nT5)OS2o cOijsl 
(D)06)(P 03(53cft)1 03)1 Ol c06)J(Tn (Ia6)£1 S>J (0T5)J ffl0(I»1 (3(3r>ei003) 
O3)a(3iTjl(Sc06)6rB(5)O6n3. 03)ocni£l003(310)103 nJIOOTOUSS 031£IOnJ03 
63t3C/3c96) aj(.(3nJ(.(0)o Olgl cSeiJ 033 (0)103 ' 250 a6133C(S))0^(U) ^ 

03)0/31(5)0 (.oJI 03 03)1 oj 005, 0)01. 6) ffl CU)1 c96) (53 dcSjOCgK, 

(lcft>0(Pl(ScS6)0S-8 00(333 011£1003)(535)1(08 (333(SoJc9i9d1(Sce6)6333(0)06333. 
(33l(3 (5) (.8 01^ 03)aa (5) oJ (.OT) (335)16)0^ a0(5)^ce3 3(3<^003) 

(Io£00(535)1(58 (33303J6ruO31)a0C]Q)1 (SiiJ(5(535)1§J63ie. 
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rulej ffljnJcffilroS era6ijfflrysj(OTihl®1ffl1e(flS)6TTecroo6TTD. 

cnlcSjjtmlcfljgjo fflojo 6)(UCBqj6)o njfflom^craletsfflenecmosrn. cSisrortn, 
^a3n9dJOo6(Tu, cft>(r»gl0ceffl, c!ffl(.(T®<Tuoa(.(hlce3a5 crunoojIcSfflraS, 
eft) ami nil 03 ti^cml nnjejajjcftjC/S 3(3<^oarujc93oaa3 orujcsxo 
(UciDlcBcSfflsnecmosnD, ffl)jcft> cnraScftjjaDffil ^oot^oS ajciJcmlraS 
rarejcmlalcftffljo. 

6)S)(Uc93l ejel esaj OTxmjo ai®)1cQ)0(r» odI® cm lb fu^o, 
oruam CO) ru (.8J)o, aig a^<^oaru aj_!)(u oruD cSjoS d^odIcu 
nJoejIeftaoratmcrojmocQ) BcS'^ooDj.SjaS aingoaj rardoltrsl^jo 
cftjjsoe)®) (macm aDlfflarulceffljaTxmosm. 3^<^oaru CoDooo 
00cft)mogo 0iij^oa3 njosjggcmej. 3(3<TeiooT3 eaDooasTsOfflo^ 
(ulejcmodsl aisml 630^ru)(3 a(p1s)eS3 magonmjo orujltftjffllesffljnmra)^. 
BcS'^ooru (Janoocatmlaog ajDi2(^1(SeSS)g nilej ODraSeS)! ajosarBoojj 
ODcmosm. B^<^oarujc93a3 aijcft)g1ra3 0D2iijl(jjl^1a1c9S)jaD«n 
LoJcSiOfflo i3(3<^oarujcft)Oae)a^GOQ)o rataocnlcSj^sn Ln-icmlaDlailoojjfflsedso 
aruonnDlf3JD_!j85t!j)1ffl3 anjOeeffljoDcmosrn. 

onrisTU 001)00 eft) c/3 

1 . oo1(3amo(!j)0(ulK53 cnlonojgg aneftarujcTucmeSjo (snaocro) 
B^'^oomlaaDOcjjo orum^ijjlcscSfflsnecnosTiD. 

2 . rarajruaa^fflijjsjanonJcftiiio 3(3<Teiocn)2cft>offlo3 orujcnno 
6)Djej(u1(o3 oruocDcn aruoai(.cn1eS3a3 njfflIecraocDcncacftffl 
aj1CBClKI»ai0(Sc9fflSTTe«5)06TlD. 

3. fuoosnel DOjojerolcssccn 2 cu^niio. 

4. fuo^nadlcft) raTaotSiiOnJeml, amaiLcw oJocSnadlcft) rataocSaiOnJeml 

(Djjaj 63131 asOT) 5 (U(3r)ldo) OOlffl c96)J ee)C/3 6)(U{S(ljnO 
o\) 2 iij 1 (jj 1 ^ 1 ffl 1 (Sc 06 ) 6 ne®)O 6 m. (3id)(ucra_!|6)ai®)1t38 cruocDcn 
O\)0ai(.(Xri<fl)gJ6)S 6)C3)ffl6)6t!5T3)SJ(jjl03 Cn1fflc06)2<fl)C/3 

njfflicoernicsffljcmcmosm. 

5. aijcT3cft>3(3 (OTjeft) oocisScSjjanDcmej. 

No. S1/3650/2015/MCC. 10th August 2015. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers/authorized Dealers for 
the supply of Equipments to the Various Department of 
Govt. Medical College, Kozhikode. Tender forms and 
details can be obtained from the office of the Principal, 
Medical College, Kozhikode on payment of tender cost. 
Tender should be superscribed with tender number and 
addressed to the Principal, Government Medical College, 
Kozhikode. Belated tenders will not be accepted. Each 
tender should be submitted along with an agreement 
signed and executed in Kerala Stamp Paper worth ' 200 
and Earnest Money Deposit @ 1 % of the total cost of 
items tendered for. Stamp paper will be supplied to the 
firm outside Kerala, on request along with remittance of 
250 by Money Order in favour of Principal, Govt. 
Medical College, Kozhikode. Specimen copy of the 
agreement is annexed with the tender form. Rates should 
be quoted in Indian Rupees only. All the taxes applicable 
is to be clearly mentioned. Freight, Insurance, loading, 
unloading, erection and commission charges and 
installation should be borne by the tenderer. Payment 
also will be made in Indian Rupees. 


SI. 

No. 

Tender Number, Name of the Items, 
Department and Approximate Cost 

1 

S1/13559/15/MCC—Painless Hair Removal 
Machine (1 No.) Dermatology—' 4,00,000 

2 

S1/13560/15/MCC—Sonosite Linear Vascular 
Probe— (1 No.) Emergency Medicine— 
' 2,00,000 

3 

S 1/1 3 56 1/ 1 5/MCC —Multipara Monitor 
(5 Nos.) General Medicine—' 5,00,000 

4 

S1/13 563/15/MCC—Power Drill & Reamer 
(1 No.) Orthopaedics—' 5,00,000 

5 

S1/13564/15/MCC—Cold Light Source LED with 
Cable (1 No.)E. N. T.—' 4,00,000 


Cost of tender form: 


Original—' 840 for SI. Nos. 1 and 5, ' 420 for 
SI. No. 2, ' 1,050 for SI. Nos. 3 and 4. 

Duplicate—' 420 for SI. Nos. 1 and 5, ' 210 for 
SI. No. 2, ' 525 for SI. Nos. 3 and 4. 

By post—' 870 for SI. Nos. 1 and 5, ' 470 for 
SI. No. 2, ' 1,100 for SI. Nos. 3 and 4. 

Closing date and time of tender by post —1-10-2015, 
3 p. m. 

Closing date and time of sale of tender form— 
8-10-2015, 3.30 p.m. 

Due date and time for receipt of tender—9-10-2015, 
11 a. m. 

Due date and time for opening of tender— 9-10-2015, 
11.30 a. m. 

Date upto which rates are to be firm—31-3-2016. 

The tender without the required earnest money 
deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice. 
Tender form is not transferable. Cheque, Draft, Postage 
stamps etc., will not be accepted towards the cost of 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. The tender will be opened 
in the presence of the tenderers or their authorized 
representatives as scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC : Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 
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( 3 ) 

ODOrucS ti^aT)5-12952/2015/ci^o.(nil.(Tu1. 2015 otajCDcrug 13. 

cscSiOipIcBcesios s)i2icujIc36)rs 3 cstft)0(sgKlfflei KcnoRsS cn)(8so1, 
0ffl(U)1(Tu1a3 (uleocnraimlnejcsa ctu^kIcSSirsS ODcsDosxmcSffll, 
^aSnD^jnadaS njcni (S(iioei_||js)i 2 i(.s 1 cfc n^anlfu oilcmosmo 
0iij<gjar)(m1cejc8S) cn 1 ( 32 i 2 io(iS)Oc 8 S)glK 53 mlcsonDO (aracurajeis 
raiBocwl cSj^on nil®) ffl STD cOfflo oIrsS cnleoDO 
2iroiT)fflOCJDln3dOl(ro(11JfflO(S3) fl^r^OODJcejaS cftiilSTDl^Jffltft)OggjaDJ. 

iA,a> f3^<^oaru cnauffljo ^cncujo 

00011(3 aDl(jJ0(3§J6TI2l0^JO o^cfeGBOS 6)iijei(11Jo 

1 n^om 5/12951/15/n^o.arul.orul.—om^sIcOSiraS ajuasosiasKSail 

(1 n^STDo)-SODOOS CTTxSkoI- ' 2,50,000. 

2 n^oru 5/l2956/l5/ri®o.0m1.0m1.-^03tiD^J nSd03 rUOlJ 

CB(110ej^6)l21t.Slc8ffl-(5 r4)6TDo)-SimajDloruloS-' 3,50,000. 

B^aeiooru CBci£lOO(OT!5)l6)ag (lllei: 

raiBcnjoS—t.<®>i2D0ij^ i-oi ' 525, tcft>amaij (3 2-01 ' 735. 
njcft>^ry—t.cft>fflaiaii (3 i-on ' 200, LtSiaoncm^ 2-01 ' 370. 
(!j)ojora 3 (iKPl—(.eft)a01 cm^ 1-01 ' 575, (.tSimoicm^ 

2-01 ' 785. 

(TOnJOCOS (IPPl B^r^OOD (BoDOOo (ll1(03eSS)JOD OIBCIIODOOD 
(m°lcS2)(m1-22-9-2015. 

(3(3<^OOD (BoDOOo (liloScOSIJOD (3td(110ru001 (in1cQ)(?J)1c!C»Jo 
ODmaSClJJo-29-9-2015, 3 fflSTDi. 

B^neiOOl) CnDOOo ODilcSjfflIcBfflJOD OtamODOCD (!S)1(S3)(m1(S3)Jo 

ommcmcijjo—30-9-2015, 11 ostdI. 

BcS'^ooru (mjoeftsijom (rolcmanlcsDjo oruaasdijo—30-9-2015, 

11.30 fflSTDi. 

(lilej oilsmocnnoleSsijoD catsmanjooi snlaDcml—31-3-2016. 

(3(3'^001J {BaDOOdJJo (ljlc/MOoODS3I3gJo SlfflODleftSKiSS (ScOjOCSgK 

a0aD°1 odI 08 oiloD (.ojcij,^flitml ODffl cmciSTS)' eie_!| mo std". 
( 0495-2350212) ' 200 mleicosijgg (Bcft>mg mj(.Gaj(.(ro(OT!5)1(i58 

oil wa njl c!S) moroi^ C03 csdI ejjgg ommacronJLccsKiijo mooi gcists) 
(mjcft)(SDj6is 1 wacmmooio cn1ffl(?5)(.3(iJ_^CBci5t!5)osjo (SjjsI sdoskp 
cn(i58cft>1(r»1ffl1eSS)j0D csmfflenpjraraijmooDl bcS'^ootu onm^ijjl 

ffieftSlSTTecaiOSTD. CTOoOllDOOKJStmlOl nJJOaStmjgg CmDOnJOlSaBC/Scftffl 
mjt.GnJ(.(roo eielcflsijoDsnloi ' 250-510^ msTDlao^cuicS orunnloio 
t.njlo3oillijJOC/3, 01(11. SimOJOlcftSloS Ccft>0(SgS, Ccft>0(Plec9S10S re^OOl 
(lllei0011(!5Ti5l1ra3 (3ta(lnJcfti9d1(Sc8S)STTeO106ni. 0ilffl(!Jlt.3(lJ_!| 011l2im((SlnJt.((Sl 
rarailsio^ mocro^eftj s^'^oom GoDoociSTOilcsS carsoijsmouDmooDl 

(Siij^(i5t!Ji1§j6ne. 

(lilei ^om.!|03 ojnjcmIcoS cicasijfflijjsjcsrtnlcsiilcBlcseesiSTTecmosrTi. 
(nleftjjcmlcfljgjo mgjo siciJCBcijsio njraom^cralcseSsisrBoiosrti. eftjscjsrtn, 
^o3n9dioo3oii, cft)(i!)gl0c96i, (!ffl(.araioiiom(.oi1ee3a3 oiiDOojIeSSicnS, 
cftimmlniioS ti^oml nnjeiciijeSjoS g(3<^ooiijc930 0o3 odjcsdo 
( iitiDlcBtSSisnesnosni. (oijcft oiccsScfljjcnKiii ®orai.;,o3 ojnjcmlcnS 
rarejcsilolcosijo. 

sinnjeftjl eiel cftsij cioKsijo mcrolcsioa!) 01I0 «5i lg cij^ijo, 
oiimm cm nj (.(Oio, mg g^'^oou ( 1 j_|)( 1 i ooiq cSjoS ag)(im1(ii 
njoejlcssioraraioijmocr!) G(3<^ooiije93o3 magooj raiaoldslcjjjo cOjjsoskoi 
OISIOD Olio OlllcflSlJOD (310 srtl. GcS'^OOll CnDOOo Slfflcftjmogo 
OiiJ(^0O3 nJOSJggOim. G^'^ocru (SoDOOOIOlISlOg Clflej 03)0(2)1 


msTDlciofflocSojD^ awlsicSj msigoooijo (mjleftjolcssijcmroim. G^riejooni 
QoiioocaTSilfflog cui_!)]i^ 1 (Sc 0 S)g ciilei rnoScoH (iiosanocijjcimraiosni. 
g^<^oodjcS 3(;3 mjcOjgIcnS OD]iij1(jj1.yiffl1cOS)joD(aT LnJ<®>o®o 
G (3 i^ei 0 on j eft 00 610^(5(2)0 (ataooiltft^oi LnJ«n1ni1ui1(2)js)se(2)0 
omooDlfiu.^(!5rs)1(38 fflijotsojcmoiosni. 

oi1smoruioiefto3 

1 . oil^mm0(010(111(03 oilooijgg sisieftrujoucoicfto (coicDcoi) 
G(3f‘ejooDl6)cnO(jjo oiim(3(j|lec9S)6Tie(oiosni. 

2 . (3re)(11O0_!|S)(jjS2ODnJ<Si9do G^'^0 (TOJ eftO O03 CTUIOOlo 
Oiijej(ij1co3 0110(1)00 ODomLoi1cftc/3 ruolcsoooaioicfficflsi 
(lilcBCJDCOimOCBeSSlSTTecOlOSTD. 

3. (iioosrel iiJ20j63i3lc2)(ro 2 cij(3n3do oi1(3smoru}o. 

4. (110(3nljl(fl3 (3t3gcftjg(jj6TDl/ODmt.C/l (llO^nUlcft (OtdgcftjgcjJSTDl 
(iiJJOJ 63131 (2)(01 5 (Dorado Ol1(3smarU)o) Ol1Oc06)JcftC/3 
6i(ij(B(ijs)o ODjiiJl(j|l^ 1 ffl 1 (ices)srB( 0 )osni. (3T3)(iJc/a.!|6)m®i1(a3 

ODOCDOl ODOm(.Ol1cftgJ6)S SlCOlOSlSTOTOlSJijjlOl 
(nl0cS6)Jeft(/3 nJOlcDSTDlcSSlJODOlOSni. 

5. mjo3cftj^ (oijcft (DcoScftjoDcoim. 

No. S5/12952/2015/MCC. 7Jth August 2015. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers/authorized dealers for 
the supply of Surgical Diathermy and Infusion Pump 
Volumetric to the Department of General Surgery and 
Medicine, to the Govt. Medical College, Calicut. 

SI. Tender Number, Name of the Item 

No. Department and Approximate Cost 

1 S5/12952/15/MCC—Surgical Diathermy-1 No. of 
General Surgery—' 2,50,000 

2 S5/12953/15/MCC—Infusion Pump Volumetric 
5 Nos. of Medicine—' 3,50,000 

Cost of tender form: 

Original—' 525 for SI. No. 1 and ' 735 
for SI. No. 2. 

Duplicate—' 260 for SI. No. 1 and ' 370 for 
SI. No. 2. 

By post—' 575 for SI. No. 1 and ' 785 for 
SI. No. 2. 

Closing date of tender by post —22-9-2015. 

Closing date and time of sale of tender form— 
29-9-2015, 3 p.m. 

Due date and time for receipt of tender—30-9-2015, 
11 a. m. 

Date and time for opening of tender—30-9-2015, 
11.30 a. m. 

Date upto which rates are to be firm—31-3-2016. 
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Tender forms and details can be had from the office 
of the Principal, Government Medical College, Calicut 
during working hours (Phone-0495-2350212). Tender 
should be superscribed with tender number as specified 
below. The tender should be submitted along with an 
agreement executed in Kerala Stamp Paper worth ' 200 
and Earnest Money Deposit @ 1 % of quoted price. 
Stamp paper will be supplied to the firm outside Kerala, 
on request along with remittance of ' 250 by Money 
Order taken in favour of Principal, Govt. Medical College, 
Calicut. Specimen copy of the agreement is annexed with 
the tender form. Rate should be quoted in Indian Rupees 
only. All the taxes applicable is to be clearly mentioned. 
Freight, Insurance, loading, unloading, erection and 
commission charges and installation should be borne by 
the tenderer. Payment also will be made in Indian Rupees. 

The tender without required earnest money deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage stamps etc., will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. The tender will be opened in the presence 
of the tenderers or their authorized representatives as 
scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC : Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

Office of the Govt. Medical College, (Sd.) 

Kozhikode. Principal. 

oiS'^ocru cOoctu^Ijo 

CDonj^ ci^aTj4/io7io/20i5/ri^o.cru1.(nil. 2015 rarajCDon^ 17. 

CBeft.oip1(Bce«)os eiianjolcSfflraS CBcSjOdgKlsiei cn^ijjcooaru^Kol 
(uleocnastmlcseiceo comj (3 a®6mo) (ulsnoemo 

Onjc^/jcmtmlceicflS) cnlcamoimocOoglRiScnleaDO (msojffljsis 

(3I3o(/)1 (Sj^CS) (U1«J) ffl 6m <96)0 ffllBSScnleODO l21J(.f3aJ^®)Jo 
fflrorufflocjDln^oldnajjfflooffl a^<^ocn)j<93a8 i9Ai6m1ii-|)6)cft)033)aD). 

rarasaroS onjcft,—' 1 , 95 , 000 . 

mlocwLooi^o—6)S6ne^ cmjcftiCQjjeis 1 %. 

B^r^ocru CaDoororoiloag oilej: 
ao1s1cnro3—' 420 . 
ajonrJlce96)d—' 210 . 

06 gu O 

(moJORSS (IJipl-' 470. 

B^dejocru cstiDomjcOjC/S RDnJOGsS ojipI (ulraSdjcD (mlrajoD 
«5)1<i»®)1c!ffljo crumcmajjo— 9 - 9 - 2015 , 3 aeml. 


3 ^<^ocT\) (iaCioffl 2 <ft>c /3 eie1c06)jcm ratacucruocr) 

fflilcfflcnicffijo cromcffiajjo—15-9-2015, 3 1216ml. 

3^riejocruj<9>a3 crojItBiralcoeijcm caiaaicmocn (mlcoKmlcmjo 
cruacfflajjo—16-9-2015, 11 aeml. 

3 ( 3 nej 0 (n)<ft>a 5 « 5 )jo< 96 )jcm (mldscmlosjo cmmcmcujo—16-9-2015, 
11.30 1216 ml. 

3(3fieio cmj cBjoS fi0cn)4/io7io/2oi5/r4)o.cn)1.cn)1. n®(m 
CBi2i0ejs>j(i«5ro)osjcft)js1 csmralgj mraSceijcejCcmo (.njloScmldjociS, 

0)01. 6) 21 OJdI <96) (53 CBcBiOCSgK, (S cSj 0 (Pl (S <96) 0 s'- 8 n^Cm 

(ijlej0(n)(5r5)1(53 (gTac)C!)cs))e96)2<ft>(B(i!)0 6)iij(S(§)6ne(5)Oc9>2(m2. 6)6)(U<93l 

eje1c96)j(m 3^<^ocn)2<ft)C/3 cn)j1<ft)ffl1c96)j(m(0)m. 3(3'^ocn)j<ft>c/3 

I2ljtft)g1(53 Crujujl 1^1 0l <96)JCm fllOICrUo 11.30 I216m1c96)' 
3^aei0(n)jtft)0®6)a§(Bcs))0 carsoo)left^(5) LdJ(5)1m1a)1(i!)j6)S(B(n)0 
cn)0(m1au_!|(515)1(53 (5)jOe96)j(m(5)06n). (5)ojoej1(53 eje1(s<96)6rB 
3(3aejO(TU (SdO00(515)16)0^ 011QJ02)0(12)1 l216m1(S(I2)0{3cU)^ 63S>l6)<ft 
i2i5)oocmio cn)j1cft0l<96))(m(5)ej. 

o O 0 SU 

200-6)0^ Oj1ej(12)Jgg (Bcftfflg l21J(.3rLj(.®)rat5)1(53 mloanjlis) 
I2l0(5)^ eft 02)1 eijgg (n)l2I2l(5)oJ(.(5)o OJ 0 (/) (3 (515) (5) J eft 02) J 6) S 

1 (0(5)12100)0 m1a(5)(.flOJ,!)(i(5T5)osjo eftjsl fl(3'mio(n)1(gmo0SOdjo 
cn)i2(3djl(s<96)6ne(5)06rD. 

cft2SJ(5)(53 0jl0Jffl6ai3(/3 6) m ru)1 <96) (53 (SeftOOg sl6)0^ 
(ara)a£i1m)1(53m1mD2o (.oJOJ^{5r5)1 cn)i2io))63i3g1(53 eie^ffloen). 

No. S4/10710/2015/MCC. I7th August 2015. 

Sealed and Competitive tenders in the prescribed 
form are invited from the manufacturers or authorized 
dealers for the supply of Infusion Pumps (3 Nos.) to the 
Department of Neurosurgery of Govt. Medical College, 
Kozhikode as detailed. Demonstration of the item is to be 
done if necessary. 

Estimated Cost—' 1,95,000. 

E. M. D.—1% of the quoted amount. 

Cost of tender form: 

Original—' 420. 

Duplicate—' 210. 

By Post—' 470. 

Last date and time of sale of tender form by post— 
9-9-2015, 3 p. m. 

Last date and time of sale of tender form — 

15- 9-2015, 3 p. m. 

Last date and time of receipt of tender form— 

16- 9-2015, 11 a. m. 

Last date and time of opening of tender form— 
16-9-2015, 11.30 a. m. 

Tender should be superscribed with tender 
No. S4/10710/2015/MCC and addressed to the Principal, 
Medical College Hospital, Kozhikode. Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth ' 200 
(Two hundred only) and Earnest Money Deposit @ 1 % 
of the total cost of the items tendered for. The tenders 
will be opened on the above date in the presence of the 
tenderer or their authorized representatives. 
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Rates should be quoted in Indian Rupees only 
against payment. The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any cheque, draft, postage stamps etc., will not be 
accepted towards the cost of tender forms. Stamp Paper 
will be supplied to the firms outside Kerala, on request 
along with remittance of ' 250 (Two hundered and Fifty 
only) by Money Order taken in favour of Principal, 
Medical College, Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College during working hours 
(0495-2350212). 

Office of the Govt. Medical College, (Sd.) 

Kozhikode-8. Principal. 

B^riejOCru nJfflCru_^o 

cncnj(3 n^0rul/4919/l5/ffla®.ti^o.(nil.a®^. 2015 {3ta)(/)(T^ 7. 

QcftiOiplecOfflos 6ii2iajDlce6)«53 CcSjoegK aocro^asIc/ajcruoOcMdem 
e<93Lci3roro)l(sej<sffl c3ia)(uaa_||2io(m ra) 06 )s> njocajcm 6Tuecs3)06)cft>a1anjt.s1 
olecs) oilsn asmo cm sni oejceffl cnlcfaul®) 

(SoDooamnlaS fflssneojc&oS coaisml^jacfljoggjcmj. 

ra{3'^0(Tu csiastSfflo cOjCUolaDjmjcOigltsS o^'^ocru cr)cnj(3 

n0(Pj(B(!j)6ne«5)jo cmjLnJsne, fflo«5)^c®1c/82(Tuoa<Si9d6m acSiLcuo, 

(Bca>o(p1cB(fl6)os-8, CBtSiago ti^cm oilejocruratmloS ratads^lalcscoasne 
(mosrn. 3^<^0(Tuj<ft>a8 cs)oa>p Onj^rarailgjgg railoQjraflcQjlejjo, 
cm m CD) aim Jo raracsijjoc/S onos ao cal §jgg 3 ^<^octu 
(Tui2K3(jj1^(uajfflsec!fflo aiaoKS njjiaaiejaijjsjrainilcsjlgjgg 
o^sci^jmoajascBcsDO cmocmlrsu^^ratmlraS (mjoteajcmcnosrn. aaojcoll 
cftTIgjcm a{3<^orrujce3C^ njalcnemlteajcmsnm. 

B^riejocru CTOffl(3ry1 cofflj (uoa3 raioraSoj aj, (Zij gg cu^ 

ati^.ti^o.cn}1.o^.J. aoaolcrolraS (3taenJc0iii1ces)janDoj<Si9do 
rarejOjcrajifflOd!) 3(5<^0 (tu (SoUoosauaS cmoaip atftosjaroilalcOffljcm 
(.oJc&oao snjcSj aias^oaS eiel coajcmcmosrr). 3^<^ocru 
(Snnoos3T3c/8 aatSifflogo q^ij^octS njosjggcmm. anJcsajcOiC/S, 
ffinjoeorgs (.uuooog n®cm1(u 3{3<^ocru CciDDoarsilaci^ 

(ulej CO) 0 CQ)1 CTOj°lcft> al coaj cm (TO ej. 3^riejocru csonooo 
oil.oil.oil. C3i3itn)l ratdasdScOffljcmaim. 

ratdSffijRSS (mjtft)-' 14,83,487. 

m1aan.3(u_!)0—1%. 

3^oejocru csoDonarffiTlaci^ oilej (mlcBijcml cruonlraio): 

630lKlmra3-' 2,519. 

CU)UoilCBc9S)6-' 1,260 

gv> O ’ 

3(3<^oaru Cooooo oilaScoajcm ratacucruom (mlcoxmlcmjo 
cmmcmajjo— 28 - 9 - 2015 , 3 aeml. 

3^<^0(n)' cmilcOja1 toajcm raraoicruom ail®ail®)jo 

Cmffldsaijo -29-9-2015, 5 I216m1. 

3^<^ocru aijocoffljcm ailoo) ailcmjo arum ccdcujo— 

30- 9-2015, 11 I216m1. 

3{3oaocnj mlacoffl (.oJ 06 njeij,atm 1 ejla 1 (Sces) 6 ne ailcrsail— 

31- 9-2016. 

cOjjsjaiaS (Ul(ua63i3a3 (.ojai^aroil cruaocsatm ^cd 
aoaolcmlaS araecnioadl^oaS ataolcrsocnjcmaiosm. assnsca 
cnsojslcftiaa ajcmolcrslojlmoaa) m1§1 oicmcBajcmailcBaDO 
aDl(5ar3)1(U(s»<9ajcma)lGmo ggg arscDlcSjoao (mjLojanelaS 
crilcftailojaifflosrf). 


No. S3-4919/15/IMCH. 7th August 2015. 

Sealed tenders are invited for the supply of 
Biochemistry Reagents Items in IMCH Medical College, 
Calicut-8. List of items can be had from the office of 
undersigned during office hours on any working days. 
Envelop containing tenders should be superscribed with 
tender number and should be addressed to the 
Superintendent, IMCH, Medical College, Calicut-8, Kerala. 
Tender must be submitted in sealed cover. Tender will be 
opened in the presence of such of the tenderers or their 
authorized persons who may be present at that time. 
Late tenders will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms in which will not be refunded under any 
circumstances. 

The tenderers should under take the responsibility 
for the intimate service even if any change in the 
dealership of the product supply. 

The tender forms are not transferable. Checks, 
postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
V.PP Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Approximate Cost—' 14,83,487. 

Cost of tender form (Including Tax): 

Original—' 2,519. 

Duplicate—' 1,260. 

If sent by post. Postage Charge—' 50. 

Closing date and time of sale of tender forms— 

28- 9-2015, 3 p. m. 

Last date and time of receipt of tender— 

29- 9-2015, 5 p. m. 

Opening date and time of tender—30-9-2015, 
11.30 a. m. 

Date upto which rates are to be firm—31-9-2016. 

Further details can be had from the office of the 
undersigned during office hours on any working day. The 
undersigned has the right to postpone/cancel the tender 
without further notice. 
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List of Items 


SI. 

No. 

Items 

Qty- 

1 

SGPT (5x20nil) 

150 

2 

Total Bilirubin (4x50ml) 

140 . 

3 

Conjugate Bilirubin (4x50ml) 

140 

4 

Urea (10^50 ml) 

30 

5 

Creatinine (4x50ml) 

150 

6 

Uric Acid (5x20ml) 

110 

7 

Glucose (5x60ml) 

100 

8 

Total Protein (lx 10ml) 

140 

9 

Albumin (lx 100ml) 

140 

10 

Calciuiu (2 X 50ml) 

10 

11 

Cholesterol (5x30ml) 

10 

12 

Phosphorous (lx50ml) 

40 

13 

Magnesium (4x25ml) 

40 

14 

CRP Turbidometry (100 T) 

200 

15 

Alkaline Phosphatase (8x50ml) 

30 

16 

XL 3vash (lOx 100ml) 

40 

17 

Microprotein (lx50ml) 

20 

Institute of Maternal & Child Health, 
Govt. Medical College, Kozhikode. 

(Sd.) 

Superintendent. 


Museums and Zoos Department 

cr)cnj(3 a®o. ^crunjo (^) 2224 / 2014 . 2015 ratajcncri^ 12 . 

(rolffljdJcncTOTnjjfflo a^jcTulcffio m^cncraoej (Uc93j(jjl0ej 
KldJCDcOfflO^cOfflOdJCra^fflOCSJ) 84 6)Oca)1a3(Bc830§Jc83C/5 nJJdJSIS 

(SiijiScsajcm cni sru cru) cn <63 08 tsa ruleo) csd aocml cru 6 )S)i^ 
ffliij^jaTKmlcn gcmjmoc®! 6 tu(TU)S)ijJ§ aru£iOnJcn63Bc/3/aj^c9OT)1ca>a3 
n^ar)1(Uffl1c!53 ODlonDjo crulraSsxu^ fliai^eioamjcSjaS cMistdI^j 
acfeosaiaD). 

cr)l6TU(TU)cr)cft>c/3 

1. ajDSTulaS CcOjOgloaflejjgg s)O(S3jla3cBca>0§0cft>6rDo. 

2 . cna cnleKuofflffljgg ^Oc8S)jm®)1 s)0cncBejO6n3 

(mjSTDl rUJO^a gggra)Oc9j6TT)o. 

3 . raiacSjeiraiOT oJOglcoilraS 06rij(3 CcSjoglocnjgg eifflcneejoena 

(3re)(r»lffl1c9ffl6TDo. 

4 . (wofflip (3tascB(Tjosjce32SlcQ) osne CBnJOioaoissgnocBjSTDo. 

5 . fiJOCl^^o n4d(8§2o [_fiJCC1S)^c930 [_aJ(BCO)^c03O ^6n§Ocft)6TDo. 

6. ODliaegaDoaDjcruasmo XXL, XLL 6)S)arucn}jcft)g1ra3 

crusifflnj 6)iijrai6rr)o. 

5U ^ 


7 . ca>jo§ emoajDeilffla^ cruomhaS 6)so8cu)o1 

CBmo6)SO(jjo (utffiGc0«)STTe(!S)O6rn. 

8. cru6)6)nj 630^00^ ejelcOffljcm CTUDOnJODo Gcfljoglcn mjcOjglraS 
mliScigcralceffljaD cniDocnraraijo (ueiltjjratmlejjo a^ijjcrulcfflo 
a^(/)c®oej (Ucft)j(jjl6ia^ csruajo njlnioajjo rarejCBejsunno 
6)iiJ{S(^6rie(W06TT). 

9 . asnocjjlecrsosjcOjjsIcQ)®) rarejcojlffllcssismo. 

crulroSsxu^ 3^<TejO(Tujc9>a8 oucrsocfes^, m^Sijarulofflo 
a^cncraoej (Uceij^, OTflffljajcnasinjjfflo-egs 033 o^onD ajlejoamroro)1(!53 
(3ta)(s»1ffl1c9S)6mo c3i5(mcffi(ScBS)6TTe«s). S)sa3aju(8 eaDoajt&aS 19 - 9-2015 
ajcmroS 24 - 9-2015 6)6)(U<ft.jeanDao 3.30 asmlnjaa cm^ianlcrulraa 
cnlcmjo ejeltOffljcmcmosrh. (3(3<Teiocrujcft)C(8 crujlc&ffllcoffljar) 
(stdcuomocT) (mloscml 25 - 9 - 2015 -rn g^oaltM 3 msmlfufflfflcssoern. 
ratdecm slojcruo 3 . 30 B^'^ocrujcOioS crum^cjjl^ajffljasecajo 
(Std(U(5 nJJa RS) ej 6)(Jj SJ (1513)1 CD) (U0J 6)5(500)0 (13)004)1(51)^(013)1(53 
6(3'^crujtSioS (0)joc96)2am(0)061T). c3)oacn)1^ eje1c06)jam 
(3^<^ocn)jcft)a3 amj1ca)0lc96)jam(3)m. 

s)sa3cu)(3 (BciDooo (3ra)(ijcia_!|ffl2gg(ij(3 cu)OQ)OcebS(5, ajijamloao 

a^cmoooej ojcOjJ( jjl6)og (SnjffllcoS raracsnJcOiad a)co3cBcaj6n§c3)jo 

(Ba£IOffll6)a3 (lj1ej(D)OOQ) ' 400-O CUOOlo CU) UnJlCB(fl6)0ln) ' 200-O, 

o no 6\) o ’ 

(ijogjo 63SJ (Bc86) sns ( 0)0 ern . 6)sa3ru)(5 csamofflj ca>c/3 

6)6)ca)aooo(iJ2cm(0)ej. cOjjsoaco) cft>jo§ 6 )iij(^j(m (0)jtft)OQ)js)s i% 
0)10(0)(.301^a000)1 ojocffiOc&s^, a_^20m1(D)o corajo^'' omj n^om 
CBrJolcoS aooocijjom (U)1.ru)1.-oo)jo asoScu)^ csaiooalaoioijjo 
oma(3ijj1(Bc66)6nsca)06rD. s)so3cu)^ oo)O0(O)ooj cOjoasimrujo cOijsoaco) 
O)l 0 oul tsaocnjo aoool ojcmtoao cnj ajgg coiauil cSioao 

ai)oo)0caso1(o8 O)1cftiii1ru(0)ao6rh. ^(0)1ffl0)cft>jo1^ cft)2Sj(0)(53 

(ijIcuoesBc/S a_!| 20 \) 1 oo)o a^cmoaoei (iicojjirjlaog (orajciDlcrulcoS 
cmlomjo (.<TJciJ(3(aio)1 olojomsoBglcoS (orejonlcn) cruacsDcoio) 

(313Ol<D)0(mjOm(0)0S1T). 

Ol)00)Oc^S(SO(), 

o’ 

a_!)jo\)1oo)(iJ2o a^co(/8oejoo)jo, C®";?]) 

(0)1o2(ijo)oo)r>jjoo. ai)oo)Oc^s(3. 


Police Department 

3(3aejoo)) njaom^o 

cmcnj^ ^1-13224/2015/M. 2015 (313)C0(Tg 11. 

aejcjjjoo n^o. n0om. njl. (3i3)CmDocn cft)(njo)1<D)l0ej 
aacimlaej gnjcsooiocmcoioilcnooo)! (oioaip njoooijom grUca>06m63i3a3 
(ijl( 0 )O 6 Tmo 0iij<§)oo3 (O)^oojgg (3i3oa)1<ft>^(0) cniDOnJcmesBglcoS 
oolomjo ajtooj^ 3^<^oomjtSioS tftfldsrml^jfflcSjOggjomj. 
3^<^oo)) 22-9-2015 g^ teitflsioio) 2 aemlcoajajcnjoooil 

(013)njol03)1(03 eje1c86)(oio)c06) (1 j1ci)(oio)1(o 3 03)a(3(jj1(St66)6n§(0)06rn. 
3(3<Teioo3)l0O)O(jjo ' 100-00^ a2(.3rLj(.(0)(oio)1co3 r4)(.(/)1fflao^jo 

o)1oo)aoo)203)^(0) 0O3)cft)_!jj0lg1 (oijcSjcdijss cu)1aoo3(3jj (.(imoaiogjo 

03) a ^Ijjl (5 €06)6135(0)0 613). ^(.riJcft>O0o eje1t06)JOm 3(3<^003) 

cml6iij 031) o) ca>a3c96) (iileci) cd) ao(D)1 25 - 9-2015 aomlaej 
11 a6n)1c90 (orajnDlomIcoS 001 ^ (O)jOc902cn)(O)ocD)1o1c00jo. 
3^'^oo3) 03)a(3ijj1 c90jom( 0)1 o)jgg (SoDooo ' 1,200 (iilej 
t.cft>a(010)1(03 10-9-2015 (0)1(D)(0)1 aj(0)ejjgg (.r^JOI^COIOll 3l(lJ03)6313 
g1(o3 (013)cidI03)1 (o3 o)1o3) eje1c90jom(O)O6i3). 3(3'^oo3) 

QtiD 0 o ( 010 ) 100 ^ cniej (111 ejjgg cmlei ooileijo culcoSijjo) 
0)1cft)j(0)1(D)1ejjo aooo ciJomocoS cbciDooo (ulejcmocDil (oras^ 
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(mjc&crsjDs eruoceffil (mjc&crsjDs a^ijejoaS finosfflOdcefflSTTeanoerh. 
(TUffl(3ijj1 C06) 6)(jJ SJOD 3(3'^0(TU (TUj1<ft> ffll tSfflJ ojocnjo 
aDlfflcrulceffljmoaDjo G(5<^oaru ttnjocsffljcm (!S)1cQ)(!j)1cQ)1ro3 aooo 
aj(3^OTS))QJ0(Diffl]SS (3taCDlcft>0fflo r4)o, n®CTU. rJl. <fl3l2106n§C1^lK53 

cnl cftiiil nj ®) a 0 6 TT). b(3<^o cruj cft)C/3 arua(3<jj1 c9S)j (Uoa5 

gcBgcro1ces)jcm(U(3 B^r^ocru aDl6Tiicru)(D<ft)C/3 ca>(3c«aDao(r»1 

nJoejlc<e6)STTe8nosm. 


Spectification 
of item 

Cappacity 

Remarks 

Steamer 

At a time 30 Kg. rice 

All body 

Set (Rice, Sambar, 

cooking bow (2 Nos.), 

stainless 

Tea, Idly & Puttu, 

Curry vessel-1 No. Idly 

steel with 

Meat and Milk 

1000 Nos./hour-l No. and 
Puttu Kutty 16 Kutty 
set-lNo. 

ISI Mark 

ffl&jsruo^ OnJ6)nJnad^(53 

(SoJOOllom, gffl, 6)a0.rLjl.a0(rU., 

(03 006000^''. 


Survey and Land Records Department 

ej<^J B^'^OCTU njocru^ljo 

OtiD. CUil-2492/2013. 2015 (3ta)C0(T)^ 13, 

slacrslnej (mglcjjomj snoejjcoffllraasicjjg rut^icnDj^, 
tft)(S3)rago, nJcmlcQ)]^ n^cml (iilcsa sjeft)gIcnS olom^sinj 
Lnjm^ciTSimRstmlrnocffil (TU(36)qjc93ejj<fl3C/3 (ulcmasiDo sinj^jcrnfflilcn 
Kleio cft>ejcebs^ cnlcraijcan^ t.r>JOC(3c;8lcft> cnlfflcSsilcnS eissneojtSjoS 
cftfljS1T)1ii-|}a<fti033iaD). 

onej gO(jjjgg cft>ffl1ffi,ej1c53 eo x 15 x 15 fflcruo^lalg^ 
raragdileijgg c&ajcfljC/S (2200 tSi^jcOjaS). 

ci^ao cft)a2<fl3gjo goijjjgg c&ffllaalcsS (TOl^raimcmjo 

aoeoo cfcalna^cffijo ajcSiglraS crilcm ®)OCB>Pceffl mjcrDlfflejofflj 
eocoo nJOTij ra s)<jj sj rarailcmcmjo carscu cmjffls aoj fuasrorn)' 
1 ncru.ffll (3re)tf>R5ro)1ejjo 12 ncru.al cnlgastmleijo 7 fflcru.ml. 
ailsnlcofleijo siRneml (arascoiogo fflcSjoratmlcffitmjo ratajosIralcOfflsiDo. 
61«5)S3I3 (3T3SCQ)0g85t!J)l6)0^ BJeOagOo cft>^l6)0^ BJcOaglRlS OnTICrD 
7 6)Cn).ffl°l. (m06)S>(S3)0CS3)1ffll<flS)STDo. 3O(Bffl0 c9>a1ffla^CS3)Jo ajcft>g1(i58 

roroilraS 1 sicru.al. rarajip rannl eij gg <^ag CBtiDOgjo 
gerBOQSIralcBsismo. 

6 )mo«5Tf5)o ratasffijRsS (mjca> —' 2 , 00,000 (asne ejcftaio) 

6)ssn§oj<fl3a8 csrascOfflo fflujcmra) cSjOJolnSearaS cmgl^ocnj 
(moeijcOffllraS o 1 am( 80 (ijc 86 ) cru^siqj cOj&Jc&c/S rulsnasmo 
fflujc^ijcrDfflilaDjgg 6)S6rB(3 n^sicmspjro)! (aracrulo^ny ODcsDOcfbS^, 
(n)(36)ojcQ)jo ejefflsucsDjo (Uca)j(^ (olcaxSaqj) tSjsmjcS n^cm 
(ulejocruratmlraS 16 - 9 - 2015-00 onlcfficmlcOffl g^cffitoo 2 msmlecosio 
oiacOTlcnjffljecnjo tftTlgratmcefflajsmo raraoffl^lffllcBcefflsnecroocajaDj. 
0S)(Ucftntft)1§jaD sissneojcOjoS (n)j1(fl3a1c8S)jar)(m&. ossneojeOjaS 
oiacmj (OTSiciT) mjern asiDltesi' (m ra3 cru a cm o cinosajgg 
0 ssn§ojcajOfflj 0 S(sc]Q)o raram^ eaeuoajeio (atdCLjlcOjOfflsicjjsjratmlcsj) 
t.njffl)lcr)la)lcft>g26)S(s<i»o aTiocrnlau^iifflTSiltsS (rojOteojonDraiosm. 


(n)(3fflqj taeijcOjoS olcru^onjoscoffl cnleocsocol^lgjgg 
gcBB^ocDcniQ^ cnraSceijcm ga^a^IcnS nJoesDjem cmcejeaBglcnS 
cftHgl 15 BlcucrurarailcncOjo ailffliasmo Onjcgc^isnecnoerh. 

s)S6ne(3 crua^(jj1c86)2(iioa3 gcsgcalcSSi^cmriKa ratdsacnS 
fflijcfeOQjjns 10 oacmaocDRSTOilraS cOjjocffionsncsDjgg an^AWSQ 
ci^gmjo iijjffljs3i3lcQ)«n ' 20,000 (gffljnjcnlcnocffilao) n^cmcmlnn 
rul(SO)cm a000)1 s)S6n§oj<ft>offl0ci^ crujeOjOffli crujraroijcoagjsis 
(ulcu0 6313 08 cft)06TT)1^1 §2gg sfflj (3taq^ra3 ecru0080108crul 

Cru^§1a£l1c86)g ' 50 aj(.BnJLra) (31311(38 cOjfflO^ (3)1oQ)(0)1c80 6 

aocni(ot3)1(D<ft)0 snjcruincjjg (oioeijcoeijceigleiei (3itiooDl(o3Boo1(53 
nolcmjo (U063131 (53)1 §J ggO) 6)S6n§Ol(B(D0 6)S0ijJo (3t3Sc06)o 
6)iiJ(S(^6Tie(3106m. 

cniolffl 0(jj sj onnjem 6)S6n§ oj c&o 008 cscm00801018cml 
cm^§1001(06)01(33 cSjoeml^ (mjrar3)l6)ci^ oj(ft>j(3)1eooio A,aoS 
(ft>tf>1(S3)jcn3(5)joi6)ffl cooi6n86)aa§1eeic0ffl oJ6TT)OQ)6)ojS2(ic3t3)6n§(3)jo 
(3t3ei0(3K5)oj(ftaio ca>fflO(3 fflcoilojj (n1eioQ)j6)s 5 uacenmeno oiojcm 
enjeO) 6nioffi3l&is^ 6iiioa (.(uiooocsgo 6r!Joa cn_||0ffl(i^cBcs3)0 Siood 
(ft>tf>1cS3)janD(3)J016)ffl 0)O16n86)aCI^1CBeicSffl oJ6TT)(53)6)oJS2(BC3t3)6n§(0)Jo 
(3t3)cft)J(Tnj. ^(D OTIJcflj (ft>00^ a(3)1oJJOj1eiOQ)26)S 5 oa(3)aO(T)o 
Koa_!j(3)jcft>oQ)ooQ)1 6)S6Tie(3 (mi1cft)ffl1^(3)1nnj(soaoado 6)S6Tieo2e930fflCT8 
cn1(53)a(.ojcft)0fflo ssjceeijcmoilch oijoeiaooiocfljjcmj. 0S6rB^ 
cma(8rjl(fl6)^anD(3)1(0)33 cn1oajl(3) csooooo o1cma6)f)j (3T3(m1(Tgay 
00(53)0(663^, cfti6r02(8 (4)00 Oilei0cmc3t3)1(33 (3T3(BnJ(ftai 0cft)OSJ(Orin 
01063130012(03(3)0610. 

ns6Tie^ Caooo(313)1 cnjgg (3recioj(Si9dcicQ)0S2cfti2Sl 6)S6n§(3 
0 00 00(313)16)0^ Ol1eiCQ)OCS3) ' 2,000 OlloScojCO (Ol eft) J (3)1 (53) Jo 

(313(1)1(03 0il(08oJC0 (Olcft)2(3)1c53)2o oJ61Oa0(53)1 aS2(Bc96)6n§(3)0(S3jaOJ. 
(53)063(3)002 <fl>:3fflS1OO1CO0ei2o OS6ne^ (BoOOO(313)l6)(1^ oiloi aS(S6)1 
6)cft>0S2(S6)2C1O(3)a. 6)5603^ (lo00063)3g26)S Oll(38(ojCO 16-9-2015-0O 
(3)1C53)(3)1 g^(53)(SO 12 a610l(effl (31301(0)0(01(96)2(10(3)0610. 

6)iiJ(96)2(ft>C/8, (3)030(38 a^iBdBiOS a2(3) £10 (53)01 6)S6n§(3 
Cla£IOOC313)l6)C1^ 011£1(53)0(53)1 (mj1(93Ol(96)2(ft>CICS3)0 6)S6rB(3 (SoDOOo 
oil. oil. oil. (313)(53)1 (313CS3)(53)(96)2(ft)CB(53)0 6)oJ(§)2C10(3)£i. (313)01C;82 j 

a2ggoi^(90 cu)2j2(j1(S(S6)g 6)S6n§^ csooooo ' 1,000 oiloScojco 

col (ft) 2 (3)1 (53) Jo (313(1)1(93 0l1(38)oj(0 (Ol (ft) J (3)1 (53) Jo 6BSJ (S6)1 (53)0(58 
£ie1(96)2C10 (3)0610. 

630(800 6)S6Tieol6)(1§C5))2o S^^QS Cm(30(}J CU)C53)0(9bS026)S 

CBoJ01(53 aooooijcm (3)0(313)1(38 (313Sffi)(33 (3)2(03(53)26)5 1 CO(3)aO(Oo 
2,000 (O6ne0C53)1Oo OJoj) (Ol0(3)LBO1_^o 16-9-2015-0O 

(0)1(53)(3)1 g^(53)c9ffl 1 a610l(90 aj(OJO(53)1 ^(0 (313)o£lcm1(53 (3135^ 
0(m1(3)1 O106313l6)(e6)0CBgg6ne(3)0 61O, (Olffl(3)(.BO12,0 6r!10a 

(.cu)Oo£go(B(53)o (.SoSiol (scmoilococm 6ni0Kb 6)ru)e(ojocm1go(S(53)o 

(0(58(030012(10(3)0610. (OlO(3)(.B012,o 6)(03§1oi^ ffl(Ol(3)1 (3135(06)0 
6)oJ<gOC313) 6)56ne02(ft)(;8 oJ0lcl)61Olc96)J(1O(3)£1. 6)56neol6)(1^ 
6)oJO(3)2 (Ol 601(01) CO (03 g1 (38 3 3 - 0 o 6061001)1(03 (53)1(38 COl^CSgcal^ 
t.nJcft)0(Do ' 50 ajLBnJLOTXOIOlloS COloailcO) (B(i£O(0C313)1c 38 (31(^000(06)1 
(mO(ft3il2)6)(jj52(313)1(S3) 6302 <*>(33(3 (0)251 6)561Teo1(8(00050(jjo 
(3135(06)0 6)iiJCC»(3)1o1(06)61Oo. (BaC38 OIOIJ, Cm£(ft)(;8 oJ0£l1(96) 
6)ijJ506)(3)(53)Jgg 6)56n§OJ(93C^ r3j0lci)61Ol(ft6)6)(jj52C1O(5)^. 

(932S2(5)(38 oiloio63i3(^ o1(m(36)(3j raracmlcT^cig'' 00(53)0(05^, 
oracmlco^cig'' CU)(53)Oc05^ (313)a£l(m1(08 (OlCIOJo C313)(i£lcm 

(ma(S3)63)3g1(53 (31301(53)001200(5)0600. (Phooe No. 0497-2700513). 

Olcm^6)(OJ 630o£lcm, 

(060^(3. C313(m1(Tj)(1^'' 01)03)0(05^, 
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Technical Education Department 

G^'^OCTU njfflcru^ljo 

cr)cnj (3 ajDl-372/2015. 2015 10, 

aoeojeilcSfflffl 0 oso arulajcSsm CtejOcsgK aooD S)6)ci£ia3 
rarej^scrulaej fflcijcofln^locw cu)1(jjo(3§ffl(2iag1cejt6® g'DcruejjcSjaS 
(n)6)6)(^ s)iij^jaT)(ro1ch (3(3<^o(n)j<ft>a3 cMdeml^j 

QtBjOggJODJ, 

G^r^ocru -ajul-372/2015. 

(3tas©>ra3 —' 4,00,000. 

G^rieiocru OtiDooraiOTlaci^ oilej (cnlceij®)! gc^fflcjjas): 

fflolsImraS—' 832. 

CU) U nJICcOaO-' 416. 

c)6 ev> O 

G^r^ocTu CBri£ioo63Ba3 ejelcsajoD raraojcroocT) tmlcoisnloajo 

(TufflcDiajjo—30-9-2015, 2 m6m1. 

G( 3 <^oaruj<ft>a 8 orujIcaffllcesijaT) oiaojcruoaD (rolcoiffiTIcffijo 
crufflcsDajjo—30-9-2015, 2.30 meml. 

G^'^ocru (TOjOcSsijaT) (rotocnlccDjo crumtmajjo—30-9-2015, 
3 fflsml 

G^i^ocru GtiDoosaBoS si SBOtiDlcrulraScnlaiDjo ecnralcsgo 
memlcBcsDocSaju^ ratajecmo rulejoss^ fflffltftxjjgoajjcmcmosTT). 
G^'^ocru cBa£ioos3i3a8 aKlea^^ojo (TOciJoeilraS (gta)ajtfai,izii33(U(8 
raranjcsDjsis ruleicsocDOfflsocjjo ' 36 (3ta(Dlcft>o cmooip 

aijj1§1ffl1c06)jaD ammcftfldo 25-9-2015, 3 asmlcOffljajauocQil 

ejelcSSiraraitesKulcDo fflsmleomocSajLxS (3ta(i»cffi(Bces)6Tie«s)0STT). 
OnJcoajcOjoS, CnJoeiT^s (TgoorujcSjaB, (.ODOnDojcOjaS ffljtmeiocmnj 

G( 3 <^oaru csaCooesBgjsis rulejcmocml aruj 1 cft.a 1 t 6 S)jcmOT)ej. 
G(3<^oaru CciDoosaBoS oot&ffloooaS (mscnjajGlcoajcmcma. 

G^'^ocrujcfcoS arua^(jjl(flS)jaTKU (3 ' loo-acig (uleicmjgg 
i 2 ij(.GnJL®)fisi 3 ) 1«53 arumarainJLCTOo 3 (jj 1 §jcnra 3 cieft>sns(rojo simoraioio 
(ulejcmjsis 1% cnla®) lq 01^120coil fflc 93 § 1 (U(r»(ice«) 6 Tie®)jiao 6 rD. 
(TuaEKmnJLaicujo cn1a«r)[.f3cui(ujo gejorars) ng)ejo G(3<^0(Tuj<93gjo 
ODlocnilcoajrnDaiosrh. Q^<^oarujc 9 >a 8 cru 2 K 3 (jj 1 c 9 S)jar) cft>(Uo 1 aci^ 
njjoartn G( 3 <^oano cncmajo cru/ltOjalcoajaD caTsnjcruocn (mtorailcffijo 
a0(Pj(!S)1(i»l0lcsce«)6n§(mosm. 

G(3<^oaru ennooojjo G^'^ocru (.rJca>oao cnraSccejSiie 
cruocjDcnsmagjas culcaGOocaeangjo si aooiilcrulraScnlcmjo 
t.njaj,^85t!5)1 oma(!C»s3i3g1ra3 ejelcoffljcmcwosrn. 

No. D-372/2015. 10th August 2015. 

Sealed and competitive tenders are invited for the 
supply of Easels for the Painting Department of 
Raja Ravi Varma College of Fine Arts, Mavelikara, 
Pin-690 101, Alappuzha District, Tel: 0479-2341199, 
email: rrvcfam@gmail.com. 

Tender Number—D-372/2015. 

Estimated Tkmount—' 4,00,000. 

Cost of tender form (Including all Taxes): 

Original—' 832. 

Duplicate—' 416. 


Last date and time for sale of tender form— 
30-9-2015, 2 p. m. 

Last date and time for receipt of tender—30-9-2015, 
2.30 p. m. 

Date and time for opening of tender—30-9-2015, 
3 p. m. 

Tender forms can be had from the office of the 
undersigned on cash remittance as above or by Money 
Order on all working days between 10 a. m. and 3 p. m. 
Those who want tender forms by Registered Post 
should send additional ' 36 for each tender along with 
the cost of tender forms by Money Order to the 
undersigned, which should reach this office on or before 
3 p. m. on 25-9-2015. Tkny other mode of payment as cost 
of tender form will not be accepted. The tender forms are 
not transferable. 

Tender No. and date of opening must be 
superscribed on the envelope contains the tender. Tenders 
must be accompanied with an agreement executed and 
signed on Kerala Stamp Paper of value ' 100 and 1% of 
the total cost of articles tendered as EMD. Tenders 
without agreement and EMD will be rejected. Detailed list 
of items required with specification of the materials can 
be obtained from the office of the undersigned on 
working hours. 

List of Items 

Items with Specification and Quantity—Heavy Duty 
Studio Easl size :56 x 61 x 241cms Made of Beech/Elm 
wood with an oiled/ varnished finishing. This heavy duty 
Studio Easel hdds canvas—^upto 213 cms and large format 
canvas—16 Nos. 

Raja Ravi Varma College of (Sd.) 

Fine Arts, Mavelikkara. Principal. 


G(3nejoaru rufflom^o 

( 1 ) 


cncm^ ru)1i/3769/20i5. 2015 ratajcncTu 8. 

ecft)0§(!C»o aoslalaiocnnl ®OaD 

oscEbecnogsIcffiloej (uIojIcjd cu)1ijj0(3§6)i2ia^jcft)glGejc9o LtologojcSjaS 
maStfcjcmsjilcn cmoraSijjffl^ffljgg cSjffloojtfcoolraaaDlcmjo 
cOjOJOjcfeglraS arorufflcrujeocumjgg G^<^ocrujca>a 3 ceiiisml^j 

Ocfeoggjcmj. 

(arasacsS raijcfti—' 3 , 16 , 000 . 

Q(3<Tejoaru csaDooraTtnlocig culei : 
raracruraS—' 735. 

crv 

fiJc0D^fy- 420. 

G^<^ocTu GoDooo oilcsScesijrrn csiaojcmocr) (!j) 1 <i»(ro 1 <i»jo 
crumcffiajjo—16-9-2015, 1 fflsml. 

oj]0l(jj1^ g( 3 <^ 0 (tu cruj 1 tft)ffl 1 c 9 S)j<m raracu cruocn 
(iT) 1 c!c»(!S) 1 (r»jo arufflca)(ujo—17-9-2015, 11 asml. 
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(mjOcSffljcm anlcm Rnidsjo cruai crscujo— 

17-9-2015, 2 aeml. 

e^oejocru cstiDooo oinJoroS ajcsum (8Tai(uaai,i2ii33(u^ 
35 rata0)1 eft)mo(2)1 soerao (3(3>^o(n) eoOooraratlraa^cQjjo 
aj1ej(s<i»oas0(jjo msm1cBOQ)o^ru)oocQ)1 ratacmcmcBcOffleTiecinosm. 
memledDOtScuxS crujIcftjffllcSffljnnD rataajcruocr) ratlcmroil 9 - 9-2015 
rata)cn)1 ffll coajo. mjcft)g1ra3 ojo etmml ol essijar) ra^r^ocru 
eoDooratmlraa^ ailej n®^o cnlcSjjtmlaDjo gaSracjjfflsoDOsrh. 

3 ^(iejocn) eri£ioo63i3c/3 (.nJlci3ciru1ijjoa8, aoralojcnocaul 
^a3(Tt]lgi]§ aociD stscftccnogral, aajggj^ cJI. 3 ., ruortuosl, 
(Sc930§cq)o- 686 501 a^oD (ijlejocn)raTi5)1ra3 CBcnralego memlcdDOtScu)^ 
mjceuoDciocDO a0&o (.nJfUiraratl fl1(ucn)63i3g1ejjo raoculstej 
10 msmi mjeroraS raocucOjjcsmDfflo 3 msmlajsta ejelcftajcmratosm. 

6(3'^ocn) crumtScjjlcOojaD cODdJolaDjmjcftDglraa f3(3<^ocn) 
ODOuajo «j)1oQ)ro)1<i»2o eaeuacjjsjGrarinsneraioerh. f3^<^ocn) 
(SoDoo 63t3c/8 QCDoaraioaj cft>o0 6TD (u oaoejjo aaeSimogo 
SnjtgijajoaS (Tjosjgg«j)&. fflnjcsa, LtuiOaDO, GnJOoruraS so^ojd^, 
ratruoraS (T^^oenj mjasteioomaj cn)j1cft>a1c9«)jaD(ro^. 

(3^'^ocn) cnlcoimo raiacnjcrual^ b^<^oct\j ommcScjjIceajcm 
(318)03 3(3 <^o crul CBODOfflsoijjo ' 100 (ulejQffljgg cseSjag 

mjL(3ijjL®)(3KJ)1o3 crummraioJLSJxujo amocortno raijcftjcmjas aaj 
aacromooDo cnlaratLScu^aijo crum^ijjleesastieotosrn. gcu gaorars) 
acS'^ocrujeSjoS oolajcijoailcsjo (DlaarulesafflijjsjnnDcwosrr). 
gojeftjasiDesagjffls (ulaaaajlajasBBoS a(3<^ocru (Ba£ioorat!S)1acnO(jjo 
ejelcsajamraiosm. 

No. D1/3769/2015/RIT. 8th August 2015. 

Sealed tenders are invited for the supply of Printers 
to Various Department of Rajiv Gandhi Institute of 
Technology, Kottayam. 

Total Estimate Cost—' 3,16,000. 

Cost of tender forms (Including Taxes): 

Original— ' 735. 

Duplicate— ' 420. 

Last date and time of sale of tender— 

16- 9-2015, 1 p. m. 

Last date and time of receipt of tender— 

17- 9-2015, 11 a. m. 

Date and time of opening of tender— 

17-9-2015, 2 p. m. 

Those who want tender forms by Registered post 
should send ' 35 extra for each tender besides the cost 
of tender forms by Money Order to the undersigned 
which should be received on or before 9-9-2015. 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology, 
Velloor P. O., Pampady, Kottayam-686 501 on a cash 
remittance as above or by Money Order on all working 
days between 10 a.m. to 3 p.m. The tender should be 
superscribed as Tender No. and date. Cheque, Postage 
Stamp, Draft, Postal Order etc. will not be accepted 
towards the cost of the tender forms. The tender forms 
are not transferable. 


As per the tender condition, the tenderer should 
send along with this tender with an agreement executed 
duly signed in Kerala Stamp Paper of value of ' 100 and 
EMD 1% of total cost of the articles tendered by way of 
DD in favour of the Principal, Rajiv Gandhi Institute of 
Technology, Kottayam. Tender without agreement and 
EMD will be rejected. Detailed specification will be issued 
along with the tender forms. 

( 2 ) 

mcm^ (0)11/3960/2015. 2015 raRjCrKTg 12. 

Ocftjogcfflo 0 Oslo! 0)0 00)1 ^o3(t^ 1 g_!)2§ sooD 

rasAcsmogKlcmlraej oolculraS o^siaijl mlcn) 0 I 00 ) 
(O)1(jjO(3§0mn^1(sejc9ffl Double stage single head light duty 
multi mill and 7 Nos. of Exhaust fans mraSeftjjam railo) 
®)ora3(jj0_!)mjgg cS30oojcft>o0lra3m1aT)jo mjcaoi.^ (SjOJOjcSjglraS 
mran) 0 m)jeo(ijmjgg a(3<^om)j<93o3 c9i3d6m1.^j0ca>oggjamj. 

rarasffiiCsS anjcSi—' 1 , 11 , 500 . 

a{3<^oao eciDooraroilraog colei : 
ratacruraS—' 420 . 

CTV 

nJeSj^oJ-' 210. 

G^<^oar\) OoDooo colraScsrajam ratacoaoom snldDcroldDjo 

OOmODCOJo-15-9-2015, 1 2160)1. 

ojj 0 l(jj 1 ^ aeSr^ooru cn)j1tS3 0lc96)jcm raracooruom 
railcmraildDjo oomcmcojo— 16 - 9 - 2015 , 11 msmi. 

G(3'mioao (mjoesajam railo!) railcmjo oomcoicojo— 

16-9-2015, 2 msmi. 

g(5>^ooo (SoOooo oicOocnS mjesorn ratajojoai,mi 33(0(8 

35 rare 0)1 eft)mo 02)1 30000 a^<^ocn) Cnreoorarinlren^cffljo 
(olejooDoresoijjo msmlecmocScmooccDl rarecnxmcscsresneanosrn. 
msmi 000 ) 0 ^( 0 )^ cn)j1<93 0 l<ss)jcm rarecocruom railcmcOTl 8 - 9-2015 
rare)CS3)1 0 I ces)jo. mjcftjglraS njo srorml 0 I cosijcm G(8>^o(n) 
OtiDoorareilreag colei r>®mo micftjcroloffljo gc/Bai^jrasKuosm. 

a(3<^ocn) OcieoossnoS (.ro1a3no1(jjoc/3, 0 os 1 (oa)oaru )1 
^a3(Tu1gjjj§ 30rie fflScfeomogsl, recoggjcS nJl. 3 ., njoooosl, 
0ce30§(n)o-686 501 r4)am (oleioorurarailraS omralego msmlocmo^ioicS 
mjesomodDO na)mo Lroco^jrareil alcocmsBBgleijo 0O(o1fflei 
10 msmi mjrairaS ffl0(Oce3j(i(m0o 3 msmlcoom eie1<9S)jcmo)osrn. 

a^'^ocri) oom^^lcsrejcm cftjcoolmjmjcftjglcos a^<^om) 
mao 0 jo ( 0 ) 1 ( 2 )(toIcqijo o 06 iia(jjsj(i(oia)STTe(O)osn). a(3<^om) 
0 tiD 0 o 6313 c/3 c 2 )Offl(O)O 0 j eftj 0 0 sm (o C /0 0 ei Jo 3acft>mogo 
0iiJ(§)j(oo(T3 ojosjggcoim. renjcft®, ccinoo/ag, CnJOcrgcoS 30(3cu)(3, 
(0)nJ0(a3 ergomj mj( 0 )eioc 2 )(o cruilcftjralcosijcmcoim. 

a(3<^ocTO m 1 c 2 )mo raremjcrorel^ a(3<^ocTO cn)m^(j|lces)jmD 
rara)C/3 a^<^ocrulemoresoijjo ' 100 (o1eic2)jgg (Sc930g 
mj(.aijj(.( 0 )(010)1(08 oommcoinJLcoxojo ©mocotoio (O)j(fl3C2)j0s 30j 
c0(O)momo ml0(O)[.a(oj)(ojo m)m(3(j|lcBc9S)sns(0)osm. ^(o ^mocoto) 
a^r‘eio(n)jc9>c/3 ml0jnjoci)1c9>o mlraamlcosirecjjsjcmcoiosn). 
goJcftjresmsBBgjres (o1c0a(o1(O063i3c/3 a^<^0(n) Qoeoocoroilremoijjo 
eie1c9S)jcm(0)06Tm. 
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No. D1/3960/2015/RIT. 12th Agust 2015. 

Sealed tenders are invited for the supply of Double 
stage single head light duty multi mill and 7 Nos. of 
Exhaust Fans to CE Department of Rajiv Gandhi 
Institute of Teehnology, Kottayam. 

Estimate Cost—' 1,11,500. 

Cost of tender forms (Ineluding Taxes). 

Original— ' 420. 

Duplieate— ' 210. 

Last date and time of sale of tender from— 

15- 9-2015, 1 p. m. 

Last date and time of reeeipt of tender— 

16- 9-2015, 11 a. m. 

Date and time of opening of tender— 
16-9-2015, 2 p. m. 

Those who want tender forms by Registered Post 
should send ' 35 extra for eaeh tender besides the cost 
of tender forms by Money Order to the undersigned 
which should be received on or before 8-9-2015. 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology, 
Velloor P. O., Pampady, Kottayam-686 501 on a cash 
remittance as above or by Money Order on all working 
days between 10 a.m. to 3 p.m. The tender should be 
superscribed with Tender No. and date. Cheque, Postage 
Stamp, Drafts, Postal Order etc. will not be accepted 
towards the cost of the tender forms. The tender forms 
are not transferable. 

As per the tender condition, the tenderer should 
send along with this tender with an agreement executed 
duly signed in Kerala Stamp Paper of value of ' 100 and 
EMD 1% of total cost of the articles tendered by way of 
DD in favour of the Principal, Rajiv Gandhi Institute of 
Technology, Kottayam. Tender without agreement and 
EMD will be rejected. Detailed specification will be issued 
along with the tender forms. 

(3) 

ODCnj^ (u51i/4131/2015. 2015 (310)0500^ 12. 

ookIoj (X)0(tu) 1 g_!,2§ sjoao 

asACODOgsloffilfflei (3re)(5ce«)1s)Scfe^^ aulajocSgeifflo^lciejcOffl 
3 cft,sne1n9dsm^ cnoScfcjnnDcsilrn cs)oro3(jjffl_!|i2i2gg cOjaooj 

cftioalraSaDlaDjo c&aiojcSjglHsS agiruacruieocuaiss 

3(3<^0(Tujca>a8 cftaisrril^jsicajOggjamj. 

(3tdsa>a3 aijcft,—' 1 , 05 , 000 . 

(3^(iejo(Tu enoooratmlaag oilei : 

(aracrucnS—' 420 . 

CT\) 

oJcSiCScy— 210 . 

3 ( 3 aejoaru dooooo (ulraScsajonD ratacucruom ailcmrailcffijo 
(Tuacmcujo— 17 - 9 - 2015 , 1 asml. 


oj]a1(jj1^ 3(3<^0 (tu cruj1tft,a1cBfflj<m raracu cruocr) 
ailcmrailosjo cruacojojjo— 18 - 9 - 2015 , 11 asml. 

3(3(^000 (iDjo tsajcm tmlc® (toIcojjo cruacoxujo— 
18-9-2015, 2 asml. 

3{3aejoam eooooo aioJoaS ajcsum (gtaoiuai,a; 3301(8 
35 c3T5a)1ca>aoa!)1 sjooao 3^<^ocru (StiDooctSTSilsm^cffijo 
ojleioosoaso^jjo asmlcscsDoiSnjooocml (ataoDcmcicesisneRnosrn. 
asmlocffio^oju^ cruj3<ft,a1c9S)jcm (ataojcruom (rolcmcml 8 - 9-2015 
(310)00)1 a1 cosijo. ajcftiglraS njo srarml a1 cosijom 3(3>^o(n) 
cstiDoorarailsicig oilei cn1c9>j(ro1offljo gc/Bsiijjasomosm. 

3(3fieioaru csciDoossnc/a (.nj1a3(Tu1(jjoc/3, aoslojcnorru)! 

^(l3(Tu1g_|jJ§ SiOnO 6)Sc£b(S(T)0gSl, SlOIggJiS rdl. 63., nJOdUOSl, 
CBcft,o§offlo-686 501 r4)(m OileiooTu(31ml(o8 (smalcsgo asm1cB0Q)o^(TJD(3 

ajcssucTxsdso Lruoi^^arml olojomssngleijo aooilsiei 

10 asml aj(m(o3 sisioicfcjcscmao 3 asmloisia eje1<9S)2cm(mosrn. 

o^rieiocru ama^i^ltesijim cft,oio1(T)jajcft,g1(o8 3^<^ocru 
(ucruajo (m1offl(m1oQ)jo GO6iiO(jjsj(B(3imsrTS(m0 6nD. 3(3<^ocru 
(j tiD 0 o 6313 c/3 oQ) 06 )(moaj cft,oa sm 01 c/aoeijo aocOjaooo 
anji^joiord ojosjggimm. aiUceo, ccu/Oneg, csnJOcrgaS 630(3cu)(3, 
(SinJoaS (Tgocnj ajcmeioasoi cruilcsialcosijcmimei. 

3(3r>eioaru mlocsao (3Tacr)2(Tua1^ 3(3<^ocru cn)a^(j|lc9S)j(m 
(3ra)C/3 3^<^ocrul(smoasoijjo ' 100 oileicmjgg cscfeag 

ajLOijjLimarmlraS cmaaimnJLimoijo oaoaimo (mjcSjcmjos siaj 
caimaocno crila(m[.30j_!)Oijo arua(3(j|lcBc9S)sns(mo6m. ^01 ^moraim 
3 ^<^0(0)209,03 cn1o2njou)1c9,o mlaomlcSsiacjjsjcmaiosnD. 
grUc9,osms3i3gjas oilc/a3onoios3Bo3 o^i^ocn!) CBci£ioo(orm1acnoajo 
eielcSsijcmcmosnD. 

No. Dl/4131/2015/Rrr. 12th Agust 2015. 

Sealed tenders are invited for the supply of 3 Nos. 
of Air Conditioners to Architecture Department of 
Rajiv Gandhi Institute of Technology, Kottayam. 

Estimate Cost—' 1,05,000. 

Cost of tender form (Including VAT). 

Original— ' 420. 

Duplicate— ' 210. 

Last date and time of sale of tender from— 

17- 9-2015, 1 p. m. 

Last date and time of receipt of tender— 

18- 9-2015, 11 a. m. 

Date and time of opening of tender—18-9-2015, 
2 p. m. 

Those who want tender forms by Registered Post 
should send ' 35 extra for each tender besides the cost 
of tender forms by Money Order to the undersigned 
which should be received on or before 8-9-2015. 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology, 
Velloor P. O., Pampady, Kottayam-686 501 on a cash 
remittance as above or by Money Order on all working 
days between 10 a.m. to 3 p.m. The tender should be 
superscribed with Tender No. and date. Cheque, Postage 
Stamp, Drafts, Postal Order etc. will not be accepted 
towards the cost of the tender forms. The tender forms 
are not transferable. 
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As per the tender condition, the tenderer should 
send along with this tender with an agreement executed 
duly signed in Kerala Stamp Paper of value of ' 100 and 
EMD 1% of total cost of the articles tendered by way of 
DD in favours of the Principal, Rajiv Gandhi Institute of 
Technology, Kottayam. Tender without agreement and 
EMD will be rejected. Detailed specification will be issued 
along with the tender forms. 

Rajiv Gandhi Institute of (Sd.) 

Technology, Kottayam. Principal. 

fl(3<^0(Tu njfflcru^o 

ODCni^ oJll/2491/2015. 2015 (3ta)CD(T^ 6. 

cscOjOipI CBcOfflos 01 oj snS s) m 0 ^" a®6Hu1 cni c® olooi 

(Scfeoegslfflej fflcSjffllcefflraS n^siaulcDlcffiolooi au1(jjo(3§s)aag1 
eejcOffl (319) oj o8_!| mocQ) eicOiial cOsiraScrujo wooru cni^amirai 
gro3(jjaT)63Bgjo (iilcmosmo 6 iiij<§)jaT)(ro 1 eejces) 0 <i »1 
3(3<^o(TU2<93a3 cOiiisml^jsicOjOggjomj. 

o^i^ocru ODOQjffljo (Bojffljo rarasaraS (mjcOjOffijo— 

rull/l3/2015-16-CTul. (TUl. r4)nD. CBEJcOfflJgg 1.5 S6TTjlS)CI^ 

n0 (Tul-3 n®6mo-' 1,80,000. 

o^riejocru cruai^(jj1(flS)jaT) c&oidlcnjaijcejglRsS o^'^onru 
cn(m(3 njli/i3/20i5-i6 (micmsnl 29 - 9-2015 ^cu csaeusiijjsjroroil 
(mo6)s> 63ijj1§ gera^ococTuncn 29 - 9 - 2015 , 3 aiemlcos) aijorh 
(n)ai^(jj1cBc8S)6ne®)osm. tmomcrul^j cft>1§jar) o^'^oamjcftoS 
njfflloismlcoffljcrrxrom. o^'^ocrujcfeoS 30 - 9 - 2015 -cn ooculfflei 
11 msmicfls) 3(3 <^o cruj tft)03 (n)2K3(jj1^ rare) g j ca> gj sis 
auocrnlau^ijffltmlraS rarajuilcOjoalcejmoccDl raijocesijcmraiosrn. 

(3(5<^o cnij cOjoS (313)01 oa^aijggcii^ ' 420 (cnlcOjjrail 
g(356)ijj6)s) oilei cnraScOil acS'^ocni eanoossnoS ojoesBusne 
raiosrn. 29 - 9 - 2015 -cn g^c®tosi 2 msmi oisio 3{3'^ocru 
enOoosBBaS 010 63i3 0 01 j are raiosrn. o^i^eioou csnDoosBuoS 
dDOSiraiofflj cOjO® SID 01 osoejjo sisicOiaiogo anjc^jojoaS 
nJOSJggraim. OnJcS®, (.nuOaDO, GnJOOCTgS (TgOCnj raiJSSBtflOfflOl 
ouilcejralcflsijarKJSiei. oil. nil. nil. rare)ca)1 ocS'^oau CBnCoosBuoS 

rarec®cfficBsijareraim. (^Icscssig o^'^oou (SnDoosBuoS 
rare)OJ03^aijggoj(3 aaj LnJ®>1<sffl ' 210 (ailcft>jrail goSsinjras) 
tft)js1 rares(®CBc9sisn§raiosrn (ssinJOcnS okpI ' 200 ). 

B^neiooru mloDmmrejaruffll^ o^riejoau ouai^njlcflsij 
eauooS (3(3<^oare1ereo®sonjo ' 500 oi 1 ei(® 2 gg CAag 
aijL(3 L®i 851311(38 nuam rai nj (.rai 01 Jo 1 % mla (31 oJiOJjo 
oi(®(ScBsisns(3iosire. aroamrainJt.(3iojjo m1a(0it.3oij)Oijo ^eio(3i3i 
3(8'^oa\ijcft>a3 cnij1ca>a1c6sijare(3im. 3^<^oarujcft)a3 (3injo«^oj(p1 
rare)Oicrej,aijggoi(3 ' 470 ai6m1c(®o^ajDOO(®1 Loila3aru1njoo3, 
oiojsnSamn^'' n®siailre1(®o1ooi GcftocsgK, siOKig no1(33 nil. S3., 
ecftiO(p1(ic0sios-673 005 ngjoTi (Snja1{33 (3re(®^j(3i{sasne(3iosrn. 
(Scaagraioilao njjoraraijgg cft>rejre1c0Sio^c0O cscaag mjL3nJL(3io 
rare)OJ03jjmoasirean(38 3(3<^oare (Snoooionjilaa^ oilejc(®offlsonjo 
150 cOjjsI rareuil<fl3mocffi1 rareKmcmQcOSisneraiosrn. 

No. Pl/2491/2015. 6th August 2015. 

Sealed tenders are invited for the supply of 
Chemicals and Glassware for the Chemical Engineering 
Department of Government Engineering College, 
Kozhikode. 

PAC— ' 1,80,000. 

Tender No. and name of Item-Pl/13/2015-16-ACs for 


The tenders should be superscribed as Tender 
No. Pl/13/2015-16 due on 29-9-2015 at 3 p.m. and 
addressed to the undersigned to reach him before 
29-9-2015 at 3 p.m. Late tenders will not be accepted. The 
tenders will be opened at 11 a.m. on 30-9-2015 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
undersigned, to obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of ' 420 including VAT which is the price fixed for the 
same and which is non-reflindable under any circumstances. 
The tender forms are not transferable. Sale of tender form 
will be closed at 2 p.m. on 29-9-2015. Drafts, Cheques, 
Postage Stamps etc. will not be accepted towards the cost 
of forms, nor will the form be sent per V.PP Duplicate 
tender forms, if required will be issued at 
210 including VAT per copy. (By post ' 260). 

As per tender condition the tenderer should send 
along with the tender an agreement executed and signed in 
Kerala Stamp Paper of value ' 500 and an EMD of 1% of 
the total cost of the articles tendered. Tenders without 
agreement and EMD will be rejected. Those who want the 
tender form by post should sent ' 470 including VAT by 
Money Order to the undersigned. Outside firms who 
desire to get Kerala Stamp Paper should send an additional 
amount of ' 550 along with the cost of tender fornis. 

Govt. Engineering College, (Sd.) 

Kozhikode. Principal. 

Water Transport Department 

ejr>eij 3(3r>eiciaru njaaruj,o 

reared onjl5-67i6/20i5. 2015 rare)(X)(Tg 18. 

aruoarucore sei(7iraici(X)(3i (iJcft)j(Tj‘' rare)eiijjj>p(®1(Beic0si 
raiofflip rLjO(®jam areocureesuaS aruaracj aiij(^jare(3i1re ffljt.3(ii^ 
3^<^oarujtft)C/3 caineml^jfflt&oggjarej. 

3(3(iejorej reau^—50/a\il5/20i5-i6. 

areaaoj ajoruraij— Hull Plate Sheet, 

Angle Iron. 

raresffi,(33 raijtft)—' 3,02,100. 

m1a(3iL3(ii_^o—' 3,021. 

3(3(iejocn) Qareoo(3ioi1aa^ ailei—' 630 (re1cft)j(3i1 

g(/3ffl(jjas). 

3(3(iejocn) (Snoooo (ulraScOSijare rareai oruore 
(3i1(mrai1(®jo arui 2 i(®(iijo— 26 - 9 - 2015 , 1 asirel. 

3(3(iejocn) eiel cBcSfflsne rareaioruom (3i1(® rai1(® jo 
0 rUl21(®(UJo-26-9-2015, 3 fflsrnl. 

3(5'^oare raijo cOSijoT) (3i1(® rai1(® jo nufflcmaijo — 

26-9-2015, 3.15 a6m1. 

3^(iejoanj cnioenjouil^ cftijsj(3i(o8 (iil(iia63i3c/3 Lfuaijraioil 
3l(unTi63i3g1(38 aaaicOjjQoreao 5 aemi (uaa ^re raonnlorelraS 
ei(§jiffl 06 rn. aseienreosna reou^ : 0477 - 2252015 . 

omooniriore Kei(7i(3iO(X){3i (Utftijry (si'jj) 

(U}(®OcebS(Bog, rare)ei(Tjjs>. (ui(®o<£bS( 3 . 
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